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Just What Is Doing 
In Burkburnett Field 


NE of the most interesting 
O experiments ever tried to re- 
duce overproduction and prevent 
a slump in crude prices came to an 
end at midnight, July 16, when the 
Texas Railroad Commission re- 
scinded its five-day shutdown 
order on the wells in the northwest 
extension of the Burkburnett pool. 

At a hearing held at Austin to 
consider whether it was advisable 
to extend the order for thirty days, 
representatives of all the important 
producers and the pipe line com- 
panies, by a great majority, decided 
that such action was inadvisable. 

The railroad commission, after 
the hearing, decided upon advice of 
the attorney general of the state 
that it had no authority to prevent 
or hold back the drilling of wells 
under the new Texas conservation 
law and that its authority was 
limited to action to prevent actual 
waste of oil. 

On advice of counsel for the big 
pipe lines and operators it was seen 
that the congestion would be clear- 
ed up more effectively and equit- 
ably to everybody interested by the 
pro-rating of oil from the various 
wellls to be taken by the pipe lines. 

A staff man from the NA- 
TIONAL PETROLEUM NEWS 
went to Austin to cover the meet- 
ing, heard the arguments ad- 
vanced for and against the shut 
down order and discussed the mat- 
ter with the producers and pipe lirie 
representatives in attendance at 
the hearing. This week his stories 
covering every angle of the situa- 
tion furnish a complete and com- 
prehensive account of the news 
developments and a careful analy- 
sis of the entire Burkburnett sit- 
uation. 
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Operations Humming At Burkburnett; 
Shutdown Order Cancelled 


tten¢ 


presentatives 


Staff Special 

WICHITA FALLS, TEX., July 19 
HE five-day shutdown of wells 
in the northwest extension ol 
the Burkburnett pool, ordered 


ily 12th by the Texas Railroad Com- 


-sion, ended at midnight, July 16th. 
railroad commission, after a hear- 
at Austin, refused to extend the 
tring for 30 days. At the time the 
er was suspended there was a total 
76 tests in the restricted area on the 
i: there were 196 tests drilling four 
ys earlier (Sunday), and 87 wells 
er producing or known to be cap- 

of producing at the time of the 


itdown 


é 


\s a result of the railroad commis- 
yn’s action in holding that it has no 
thority to curb the bringing in of 
lls, except insofar as to restrain their 

into earthen storage or open 
full resumption of operations 
Chis resumption is restricted 
as to facilities for protecting pro- 
and rules being 
railroad commius- 


tion trom waste, 
ymulgated by the 
n with regard to the safeguarding 
conservation probably will include 
provision for the pro-rating of runs 
purchasing agencies. 
lo the extent that purchasing agen- 
were represented at the railroad 
mmission hearing, all were opposed 
any further shutdown, but their 
were agreed that pro- 


ting of runs would be the most equit- 


irkburnett. 
er that 


le and fair solution of the problem 

lant upon local over-production at 
They were agreed fur- 
while the railroad commis- 
1's jurisdiction did not extend to the 
nt of maintaining the posted price 
crude oil, this end could be best in- 


red under such a system rather than 


tter program 


shutdown, which 
proponents at 


proposed 
had its 


u_ the 


hearing. 

Storage Totals 133,000 Barrels 
[t was developed in a telegram from 
R. Brown, general manager of the 


lagnolia Petroleum Company at Dal- 


to Judge Greer of counsel for the 
gnolia, which message was read in- 
the minutes of the Austin hearing, 
it there is in storage in the north- 
st extension a total of only 133,000 
rrels of crude oil. The Magnolia, it 
s also explained in the telegram, is 
nected with 39 producing wells in 


] 
rel 


the northwest extension, it has 39,000 
barrels of crude in its own storage in 
that division of the field and it would 
require only four days to empty the 
tanks. 

Of the oil produced in the Burkbur- 
nett field, it was estimated by J. F. 
Darby, an official of the Western Oil 
Corporation, producers and purchasers 
of crude, that 30,000 barrels daily is 
still being produced by the townsite 
pool and acreage adjacent thereto that 
is not included in what has come to be 
known both as the northwest extension 
and as the Burk-Waggoner district. 

As the shallow Burkburnett field, 
known as the “old pool,” is making 
less than 10,000 barrels daily, and the 
remainder of the production from the 
“new pool” (additional to that in or 
adjacent to the townsite) comes from 
the northwest extension, it is easy to 
reach an approximation of present pos- 
sible output. 

Purchasing agencies have been run- 
ning roundly 68,000 barrels daily from 
the Burkburnett field as a_ whole. 
Crediting the townsite area with 30,000 
barrels, as estimated by Mr. Darby, and 
the “old pool” with 10,000 barrels, the 
northwest extension has been giving up 
roundly 38,000 barrels of oil that has 
been run from day to day. 


Northwest Extension Defined 

The drilling in of the “discovery” 
well of the northwest extension dates 
from the week ended April 19th, when 
it was completed by the Burk-Wag- 
goner Oil Company, which later sold 
for $2,000,000 to the Ryan Petroleum 
Company. In the period since that 
time, there has accumulated only 133,- 
000 barrels storage, except that there 
has been some running of oil into 
earthen sumps and other wells have 
been pinched in for want of transporta- 
tion facilities. 

The northwest extension, as defined 
in the original order suspending opera- 
tions for five days, from and including 
July 12th, described the area as begin- 
ning at the northwest corner of the 
Hardin tract on the Dubose survey, 
then north to Red River; thence up 
the river to the east line of block 820, 
thence south to a point directly west 
of the northwest corner of the Hardin 
tract; thence east to the beginning. 

Roughly this description may be re- 
garded as correct, except that within 


this area there are some tests that have 
proven unproductive after the drilling 
operation has been carried on thru the 
thin stratum of sand, as it pinches out 
along the edges, the drill going on into 
salt water. Such is the case as re 
gards the Jewel V. test to the north of 
the Texas Chief. To the northeast of 
the Texas Chief well there remains 
some doubt as to whether water that 
developed in the well resulted from a 
similar opera‘icn, or whether defective 
casing seat allowed the intrusion of 
water. In the case of the Hardly Able 
test of Lee Wilson et al, water is said 
to have come from defective casing 
seat. 

Described in another way, the field 
was outlined at the Austin hearing, 
which was attended by a staff repre- 
sentative of the NATIONAL PETRO- 
LEUM NEWS, as an area two and a 
half miles from southeast to north- 
west, extending forward from the Har- 
din tract; this area at the wide point 
of its spread extending possibly a mile 
and a half northeast to southwest. 

Further limits as regards the strike 
of the structure are not necessarily de- 
fined at all points, but it is as re- 
gards tests within such an area that it 
was brought out at the hearing 76 are 
on top of sand, 87 are known to be 
productive and 194 are drilling, with 
a large number of others rigged up 
or derricks. 

Possible Production 112,000 Barrels 
toward the end of 
the week that the production of the 
general Wichita Falls district was 
roundly 125,000 barrels. This includes 
roughly 11,500 barrels at Electra, 
than 1,500 barrels at Petrolia, Holliday 
and other smaller pools, so that the 
Burkburnett field must be credited with 
approximately 112,000. Allowing 40,- 
QO0O0 barrels to the area adjacent to and 
including the townsite, together with 
the inclusion in this total of the 10,- 
000 barrels in the old shallow pool, 
would allow for 72,000 barrels daily 
from the 87 producing wells in the 
northwest extension, or an average of 
829 barrels each, daily. 


It was estimated 


less 


Were the 76 tests on the top of the 
sand to strike such an average of in- 
itial production, then their completion 
would add up another 63,000 barrels to 
the daily production of the northwest 
extension, bringing the field mark to a 
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total for this division alone of 135, pumped during the period of the shut- of the shutdown order, operations con- 

000 barrels within two weeks. Aperiod down order, it was explained, not be- tinued to the extent necessary to say: 
las the length cause they wanted particularly to get the wells. With such exceptions, 


of two weeks is designate¢ 
of time that practical operators con 
sider it necessary for casing to set be. 
fore completing a well. 

It will not be possible to ci 
that many wells so rapidly, 
since the conservation rules 
forced by the conservation commission 
will require that no oil flow into open 
sumps or earthen storage, where the 
evaporation of light vapors would be 
rapid, and where the sandy texture ot 
the soil would soak up barrels of crude 


ymple te 
however, 


being en 


like a sponge 
Nor is it likely that such tests as 
to be edge wells will maintain 


prove 
their part of any 
some of those further up on 


average, altho 


the struc 


such 


ture will show much better, as_ the 
original Burk-Waggoner with initial 
flow of 3,300 barrels and the Texas 
hief, which pinched in maintained an 
average maximum for a week of al 
most 4,000 barrels. It is true, how 
ever, that the field appears to pinch 


to the right of the Texas Chief 


rapidly 
Jewel V. test 


well as indicated by the 
a thousand feet north. 


It is true also that in the intensively 


developed spots within the area 

additional well will show the effect ot 
its offsetting neighbors getting down to 
the sand first Such a condition will 


each 


particularly apply to spots like that 
in block 88, where an acre of land was 
cut up into drilling sites 60x100 feet 


Effect of the Shutdown 
effects of the five day 


Some of the 
heal 


shutdown, as brought out at the 
ing in Austin, are attested to by field 
operators familiar with the district. In 
the case of one of the wells of the 
Livingston Oil Corporation it was shut- 


in on Sunday and opened up two days 


later, at which time it refused to flow. 
Oil was oozing up around the casing 
and it was believed that the casing 
had been unseated as a result of its 
being shut in. 

A similar effect was that experienced 


in the case of the Texas Chief, whicl 


had gauged as the largest well to be 
completed in the field, as shown by 
its pinched-in initial production. The 
Texas Chief refused to flow when 
opened up, a fact known to field opera 


confirmed 
vat Case i 
shutdown 


tors at Wichita Falls and 
a telegram sent to Austin by | 
to one of the objectors to the 
which objector was active in the 
railroad commission hearing. Chis 
statement was further contirmed at 
San Antonio by a staff representative 


order, 


of the NATIONAL PETROLEI 
NEWS in conversation with Elliott 
Jones of Elliott Jones & Company, who 
maintain gathering lines connected to 
the Texas Chief well. 

The 5-day shutdown order was get 
erally observed in the field, except that 
under circumstances requiring atte 
tion for the safeguarding of wells, some 
few were operated. Such was the « 
with regard to a Texas Company offset 
to the Golden Cycle well, hich latter 
was one of the first to be completed 
the extension. The Golde Cycle 
which came in a good producer, w 


ruined by water in 
that resulted immediately 
pletion, and it has 
retrieved. 


putting out a hire 


+ 


never peen ( 


Company’ offset w 


The Texas 


the oil but because the oil was roily 
from water encroachment and it was 
necessary to pump this off. Liner is 
being set by the Texas Company 26 
teet off bottom in an effort to shut off 
the water. 

Mr. Darby, in his statement to the 
commission, referred to two wells on 
which the Western Oil Corporation was 
working to take care of a salt water 
situation. In this case, as well of such 
others as existed similarly at the time 


may be said that the shutdown or: 
was generally observed. 

It was generally conceded by ol! 
jectors to the continuance of the shut 
down order that the pinching in of wells 
would not hurt them, this being all 
more true because of the absence | 
heavy gas pressure at Burkburnett, tha 
if often found in other fields. Propo- 
nents of the shutdown contended, on 
the other hand, that agitating woul 
bring the wells back to life. 


- 


Railroad Commission Agent Is 
Named Umpire To Pro-Rate Crude 


Staff Special 
AUSTIN, TEXAS, July 21. — A 


special order of the Texas State Rail 
road Commission for pro-rating pipe 
line runs in the northwest extension of 


the Burkburnett field, effective for 30 
days from July 18, places the machinery 
under the supervision of J. L. Mildren, 
deputy supervisor of the commission. 


Appointment of an umpire to pro-rate 


runs had been sought by the purchasing 
agencies and by operating objectors to 
the five days’ shutdown, which propon- 


ents of the stoppage had sought to con- 
tinue. Almost coincident with the issuance 
of the pro-rating order, Assistant Attor- 
ney General W. J. Townsend advised the 
railroad coumission for the attorney gen- 
eral’'s department that it was without 
power to order production of oil stopped. 

The railroad commission has the power 
to stop waste, but not to close down wells 
unless the waste is actual and it can be 
proven that oil is wasted. The effect of 
given at the re- 


his opinion, which was 
quest of Chairman Mayfield of the com- 
mission, is to say that the five-day order 


production in 
and 


of July 12, 
the northwest extension, 
without authority of law. 


shutting down 
was invalid 

\fter a preamble, the order placing the 
nachinery for the pro-rating of runs and 
making Mr. Mildren the umpire acting for 
the railroad commission reads: 

“Now, therefore, as a result of said 
hearing, this commission finds: 

“(a) That there is a large amount of 
oil waste in said oil field due to the fact 
that producers are permitting the oil to 
flow upon the ground, either directly from 
the wells or from their tanks. 

‘(b) That said waste is permitted be- 


cause of a lack of storage and shipping 
facilities 

“(c) That there are now in said field 
approximately 87 active producing wells. 


“(d) That there are approximately 7¢ 
wells now on the sand ready to produce 
oil. 
“(e) That in 
drilling about 196 
a) bgp as shown 
ntioned hearing a _ large 
being produced each dz 


addition there are now 
wells 
by testimony 
the above-m 
amount of oil 3 
transportation faci 
and also in excess of facilitic 
The Commission’s Order 
‘Therefore it is ordered: 
“1. That all 
drillers and pipe line c 
producing crude oil or piping 
purpose, shall use every 
recaution, in accordance with the most 


lance 
1 methods, to stop and 


proved 


in excess of the 


storage 


itr tors 


operators, con 
ympanies drilling 


waste of oil in drilling and producing 
operations, storage, or in piping or dis 
tributing, and shall not allow oil to leak 
or escape from any reservoirs, wells, 
tanks, containers, pipes, or to overflow 
the wells or tanks, all in obedience { 
Chap. 155, Acts of the Thirty-sixth Leg 
islature, at its regular session, and i 
obedience to the rules and regulations 
prescribed by the Railroad Commission of 
Texas for the conservation of crude oil 
and gas. 


) 


n 
iil 


“It is further ordered that the super- 
visor for this commission, and its deput 
supervisors in said oil field, shall make 
constant, careful and vigilant investiga 
tion as to the waste of oil in said field 
and report all violation of law and rules 
and regulations to the commission ir 
writing at once in order that this com- 
mission may cause the necessary injun 
tion and penalty suits to be at once 
instituted to stop said waste. 

} 


“2. That since this commission finds 
as a fact that all producers in the said 
oil field are offering to the pipe line com 
panies crude oil for transportation, and 
since all other producers hereafter pr 
ducing crude oil in said field must offer 
to pipe line companies their crude oil for 
transportation; and since the commission 
finds as a fact that more crude oil is now 
being and must continue to be offered 
the pipe line companies than can be trans- 
ported, it is ordered that the crude oil 
offered the pipe line companies for trans- 
portation Shall be equitably apportioned 11 
accordance with the laws of Texas. For 
the purpose of assisting in securing an 
equitable apportionment of the shipping 
facilities in said field this special regula 
tion during the life of this order is pre 
to-wit: 


Pro-rating of Runs 


‘That J. L. Mildren, deputy 
for this commission, be and i 
rected to post at his office in said oil field 
apportionment sheet appor 
tioning to producing well in said 
field the amount of crude oil which tl 
pipe lines should transport for each wel 
It shall be the duty of the said J. ] 
Mildren to confer with committees, 
any, appointed by the producers ard pij 
said field for the pur 
putting in 


scribed, 


supervisor 
s hereby di 


an adv isory 
each 


line companies in 


pose of esti sblidhinn rules 
practical operation this section of th 
order and in ascertaining and finding th 


weekly advisory apportionment. He shall 
with the consent of the commission, make 
advisory apportionments in addition t 
the weekly advisory apportionment if the 


field require it. He shall 


conditions 1 the 








le 





, 1919. 
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irnish copies of the advisory apportion- 
nt to all pipe line companies and pro- 
ers operating in said field when they 
requested or called for at his office. 
e advisory apportionment referred to 
this order is to be purely advisory 
character, but is to thereby be the best 
igment of this commission’s deputy or 
presentative after taking counsel with 
se directly interested in the production 
nd distribution of oil in and from said 


1.3 
] 
iU. 


To Report Derelictions 
‘It shall be the duty of the said repre- 
tative of this commission to make in- 
estigation from time to time and report 
y dereliction of duty or failure on the 
rt of the producers and pipe line com- 


panies to equitably apportion the crude oil 
produced in said well for shipment. 

“All rules and regulations made and all 
apportionment sheets prepared and posted 
shall be immediately mailed to this com- 
mission for its consideration, but shall 
be effective from time to time after post- 
ing, unless otherwise ordered by this com- 
mission. 

“The territory to which this order shall 
be operative is that confined and contained 
in special order No. 1, heretofore referred 
to and generally known as the northwest 
extension of the Burkburnett oil field. 
“3. This order shall be effective from 
this date for a period of thirty days, un- 
less sooner revoked or extended by order 
of this commission.” 


Intervention In Mexico Is Not 
Among The Immediate Possibilities 


WASHINGTON, July 14.—America 
iortly will intervene in Mexico. The 
tate department sees no reason for 
ny change in policy toward Mexico in 


the near or remote future. 


[The first sentence is the conclusion 
optimistically inclined men who 


think conditions in Mexico, especially 


the oil country, are such that no 
respecting government can tolerate 
length of time. Their wish 

iy be father to their conviction. The 
cond sentence is the official view of 
e acting head of the state department, 
\ficially expressed to newspaper cor- 
espondents, so as to leave the officials 
i position to point with pride to the 


eport, or utterly repudiate it as the 

lream of some perfervid space grab- 

er” just as the state of the public mind 
ms to require. 

( 1en on July 9 put a definite list 





vances, all of them mere rein- 
ements of prior ones, before Act- 
g Secretary Polk. Those in the party 
nferring with Mr. Polk are: John S. 
Veller, of the Penn Mex Fuel Com- 
iny; John A. Young, Island Oil & 
ransport Company; C. O. Swayne and 
urton W. Wilson, of the Transconti- 
ental Petroleum Company; Winthrop 
Dwight, of the Cortez and Port Lo- 
s Oil companies; Ira Jewell Williams, 
f the Panuco-Boston and La Atlantica 
il companies; A. S. Watts, of the 
reeport-Tampico Oil Company; F. N. 
Vatriss, of the International Petroleum 
mpany; William T. Wallace, of the 
fexican Gulf Oil Company; Guy Stev- 
of the Texas Oil Company of Mex- 
P. J. Riley, of the National Oil 
pany; Harold Walker, of the Mex- 
Petroleum Company and the Pan- 
erican Petroleum & Transport Com- 
and Charles H. Rathburn, of the 
hern Oil Company. 


\mong the definite requests made by 
il men is that the employes of all 
npanies be allowed to carry arms 
heir own protection because recent 
beries of paymasters has shown that 
itter what kind of Mexican “gov- 
nt’ is in control or asserts that 
control, the money sent by 

ns is always in danger of be- 
turned into a “contribution” to the 
ury of some “first chief” or consti- 
ista; that the use of air ma- 
nes for carrying money and its cus- 


Naturally much ground traveled in 
prior interviews between the state de- 
partment officials and the oil men was 
again traversed. Iteration and reitera- 
tion is about all the bedevilled oil men 
can do 

On this trip they laid special stress 
on the fact that Carranza is enforcing 
his decree looking toward the conver- 
sion of all the oil properties into lease- 
holds, such as is proposed for oil terri- 
tory on the public lands of the United 
States, by serving notice that no more 
wells may be put down except upon 
condition that a license to drill is ob- 
tained. 

Application for a license, the oil men 
believe, would be a recognition of the 
validity of the nationlization decree and 
an estoppal against them of their claim 
to having fee title to the lands they 
have developed. The state department 
agreed to protest, to the extert of no- 
tice that it would not recognize as com- 
ing within the treaty promise of justice 
according to international law, against 
the demand that one of the oldest and 
longest established companies take out 
licenses for two wells on lands they 
have held for years. 

The oil men, however, are not the 
only ones who brought forward the 
Mexican question. France and Great 
3ritain also renewed suggestions that 
this government should do something 
to rehabilitate Mexico to the end that 
that government may resume the pay- 
ment of interest on its government and 
railway bonds, on which nothing has 
been paid for six years. 

The officials ot the department, in 
their statements to the newspaper men, 
suggested that it would not be wise 
now, while the question of the peace 
treaty with Germany and its appendices 
is before the Senate and engrossing the 
attention of the President in every wak- 
ing hour, to start anything with regard 
to the southern republic. 

Carranza, however, is willing to take 
up questions with Americans. He has 
established an office at 120 Broadway 
for the transaction of business with 
Americans who have grievances against 
his government. The state department, 
however, will not recognize settlements 
made via that office. It is not prepared 
to say it will enforce the law against 
Americans who deal with a foreign gov- 
ernment, which, in time of war, such as 
this, is an extremely grave offense. 


Probable Result Of 
Burkburnett Mess 


By H. L. Wood 

TULSA, July 17.—Beginning at Brad- 
ford, Pa., in 1878; in Ohio 1n 1888; at 
Spindletop, Texas, in 1901; in Kansas in 
1y02-1906; at Glenn pool, at Nowata, 
at Cushing, at Okmulgee, at Healdton, 
in Oklahoma, in 1900-7, 1905-8, 115, 
1912-14 and in 1914-17, there are many 
precedents by which to arrive at de- 
ductions as to the outcome otf the trou- 
ble at Burkburnett, Texas. 

There was over-production in all of 
those fields. The disputes between con- 
tending producers and pipe lines were 
taken to state and federal officials for 
relief and regulation. In some cases 
wells were shut in and all work sus- 
pended for months and partially for 
years. Oklahoma and Kansas troubles 
were quite similar to the present Burk- 
burnett trouble. It is easy now to 
study the results that followed the ac- 
tion taken. Petroleum history is 
chronologically uniform and untolds as 
a film passes before the movie patron. 

The tirst over-production event found 
all the participants wholly inexperi- 
enced in meeting the conditions, no one 
having a precedent to guide in forming 
an opinion as to what government ot- 
ficials could do in the way of bringing 
relief. Each recurring over-production 
period found a greater number of con- 
tenders who had had experience and 
could foresee the outcome, but in each 
field as oil development extended west 
the number of producers who were in- 
dulging in their first fight increased and 
added to the comedy and tragedy. 

There has ever been, in these over- 
production troubles, the element of in- 
dividual desire to profit pecuniarily and 
the inseparable one of winning as a 
mere matter of pride and contention. 
Human impulse, when accompanied by 
possible pecuniary gain, is difficult to 
handle—cannot be handled—in an im- 
personal manner; and when the per- 
sonal equation becomes militant there 
is the devil to pay. 

Experienced oil operators are human 
and have personal notions just as inex- 
perienced ones have, but the pecuniary 
loss attending the unrestrained desire 
to win out generally tempers and holds 
within reasonable bounds. The surest 
thing known is that, as men gain age 
and experience, they favor conservative 
action and are less radical. It is the 
observation of the writer that new men 
in the oil business who have helped to 
secure radical legislation, after they 
have had experience and are affected 
by the laws and regulations they helped 
put over, admit that they were mis- 
taken. : 

W. H. Gray, of Tulsa, who suggested 
certain regulations to the Texas Rail- 
road Commission, in an interview ad- 
mits that the proposed action at Burk- 
burnett appears too restrictive. When 
it is all over nine-tenths of the men 
who are working for radical regulation 
will admit some degree of disappoint- 
ment 

Physical and immutable conditions 
are the final arbiters when over-produc- 
tion of oil embarrasses producers and 
pipe lines, and nature will solve the 
Burkburnett problem before the Rail- 
road Commission becomes familiar with 
the idiosyncrasies of petroleum and 
producers. 
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Long Shutdown At Burkburnett Would 
Close Skimming Plants 


Staff Special 
AUSTIN, TEXAS, July ly 


actual ettects ot! 


SIDE from the t 
the five-day shutdown at Burk 
burnett, as regards field opera 


tions, two points stood out in the hear 
ing at Austin, last Wednesday. 

One of these was that the pipelines 
were willing to forgo what they con 
sidered their rights as common Carriers 


and place their takings trom the field 


on a pro-rata basis as common pur 

chasers. As the common carrier law 
-o-rate oil ten 

stands, pipelines must pro-rate o1l te 


dered for shipment, but as common put 
chasers they have the right to purchase 


from whom and in whatever quantity 
they please. 

A second point brought out was with 
regard to the gravity o! crude produced 
in the two divisions of the so-called 
“new pool,” one division bet g classe d 
as that district adjacent to and includ 
ing the townsite, the other iVIS 

, Sete 


representing the fan-shaped te 


described in the northwest extension O! 
Burk-Waggoner district. 
Townsite Oil Off Gravity 
J. F. Darby, of the Western Oil Cor 
poration, which maintains gathering 
lines to loading racks for tank Carl 
disctosed in the course oO! 


shipments, 
his testimony before the railroac 
mission, that this firm is already getting 
claims that crude shipped from the 
townsite area is off gravity. As 
against the approximately 40 gravity 
production given up by the wells earlier 
in its development the average 1s now 
said to be about 36.2 degrees, 
Wells in the northwest extension 
producing oil 


i com 


Beaume 
are 
that generally grades 
around 40 degrees Beaume, tho 1n 
instances it is a shade higher or lower 

[his was one of the arguments ad 
vanced against pipelines and gathering 
systems obtaining their crude trom the 
division in the period of the 
shutdown ot opera 


SOine 


townsite 
proposed 30 day 


tions in the northwest extension, which 
was urged by a number of producers 
Mr. Darby’s company is both a pro 
ducer and a transporter of crude 
tank car lots. He explained that the 
loss in gravity was due to the wells 
falling off in production 

The Western Oil Corporation has 
about 2,500 to 2,800 barrels, daily, of 
crude contracted for in the townsite 


division, Mr. Darby said. As regards 
the northwest extension, where his 
company has practically enough pro 
duction of its own to tax its gathering 
system, he said that admittedly there is 
a congestion of crude oil production 
Sut, continued Mr. Darby, that 
foreseen immediately after the first 
or three wells in the district came in 
He then referred to the Magnolia Pe 
troleum Company’s warning almost 
two months ago against “immoderate” 
drilling, which the Magnolia pointed 
out would be attended by temporary 
local over-production. 

E. M. Gallagher of counsel for the 
Constantin Refining Company, who 


Was 
two 


also appeared before the commission 


in behalf of the Western Petroleum 
Refiners’ Association, testified that a 
shutdown for 30 days would result in 
the Constantin refinery at Devol ex 
hausting its crude supply in the mean 
time and that contracts for refined 
products would be endangered, to say 
nothing of a crude oil supply being 
cut off from the shutting in of wells 
Mid-Continent Plants Affected 
supply 


itting down 


Such a cutting off of crude 
would also result in the shi 
ot Mid-Continent skimming plants that 


were dependent upon Burkburnett 
light gravity crude to run thru their 
stills profitably. his point had also 
been brought out by Mr. Darby, wno 


added that the taking away of a con 
sumptive added nothing to the 
relief of congestion that, he said, would 


source 


be greater at the end of 30 days than 
yw, 1t wells were shut down tor that 
length of time and allowed to be 


drilled in all at once. 

Mr. Gallagher disclosed that the Con 
stantin plant at Devol is now running 
approximately 3,600 barrels oft 
thru its stills daily and that the charg 


crude 


ing capacity will be increased within 
60 days to 7,500 barrels daily rhe 
Constantin Refinery, which is in proc 
ess of taking over the 4-inch short 
line of the Central Conduit Company, 


trom the Burkburnett tield to Devol, 
averaged taking 4,000 barrels of crude 
oil daily the last half of June The 
company has two 50,000-barrel crude 
oil storage tanks in operation at Devol 
ind is making an effort to build five 
more of similar size by August 15th 

It was pointed out by Mr. Gallagher 
that eleven of the smaller Independent 
skimming plant operators that are mem 
bers of the Western Petroleum Re- 


finers’ Association are wholly depen 
dent upon Burkburnett crude for their 
upply The order shutting down 


pointed out, would close them 
result in the abro 


wells, he 
lown and probably 
ation of contracts. 
Refinery Contracts Cited 

Mr. Gallagher also pointed out that 
the Constantin Refining Company had 
a contract to supply 100 cars of gaso 
line a month to January Ist, that would 
be affected by such an order, also that 
it had contracted to ship to the Avo: 
lale loading port of the Export Oil 
Corporation 1,090,000 gallons of kero 
sene, to produce which quantity it was 
necessary for the plant to run on the 
highest grade light crude obtainable 

\s going further into transportation 
conditions, insofar as they affect the 
movement of crude in tank cars, Mr 
Darby declared that the spotting capa 
city in the railroad yards was about 
750 cars as applied to the Wichita Falls 
district. The tank car movement, he 
said, was not more than 30 per cent 
of the district movement. He gave it 
as his opinion that there was less than 
a week's accumulation of crude oil 
ibove ground in the northwest exten 
sion of the Burkburnett pool, and his 
judgment in this regard was supported 
later by the announcement of Judge 


( 


Greer that he had a telegram fron 
General Manager Brown of the Mag 
nolia Petroleum Company to the effect 
the stock totaled 133,000 barrels. 

Judge Greer wanted to know, in cas: 
there was a shutdown for the purpos¢ 
of emptying storage and the building oi 
additional storage, as sought by the 
proponents of the shutdown order, 
whether the carriers could actually get 
the crude that would bring about this 
result. He wanted to know about 
existing and their possibl 
effect upon the situation 

In advocating the pro-rating of runs 
Judge Greer declared that anyone drill 
would be on notice and 
own [his was 
line of the argument 
ot others opposing continuance of the 
shutdown, they contending it would be 
wells to be stopped at the 
other drilling operations 


contracts, 


ing in wells 
would act at his risk. 


along the same 


untair tor 
op ot the pay 


continuing and the late-comer being 
allowed to catch up with the man whi 
by the fruits of his judgment or earlier 


ivestment had obtained legitimat« 
operating advantage. 

Waste Comparatively Negligible 
waste, Mr. Varby di 
there 
instances trol 
tanks overflowing or from } 
earth soaking up oil in sump holes, that 
in comparison with the amount of pro 
duction obtained at Burkburnett, the 
waste had been negligible. Answering 
Julius Germany 


s concerned 
that while 


loss 11) 


clared had been 
certain some 


the sandy 


cross-questioning Dy 


of the Panhandle Refining Company 
one ot the proponents ot the shut 
down policy, Mr. Darby said that it 


was impossible to fill up a ground tank 
that the into the ground was not 
only heavy, but in such a hot weather 
period as the evaporation 1s 
very high. 

Again answering 
Germany, he 
without a 


loss 
present, 
a question by Mr 


that tanks could be 
shutdown, and ad 


said 


COV ered 


ded that the prudent producer would 
quickly pinch in wells of his own ac 
cord, or he would wait to drill in, 


according as facilities were to be ol 


tained to care for his output. 

W. S. Farish of the Humble Oil & 
Refining Company pointed out that one 
of the objections to the shutdown ordet 
five days and sought 
was that it permitted 
test started to drill to 
sand, whereas an offset 
started could not do so 

was promised, he ad 
two or three hundred 


}) 


as entorced tor 
continued, 
with a 


to be 
the man 
the top ot the 
that had not 
Additional relief 
mitted, but 11 


wells were drilled to the top of the 
sand and brought in about the same 
time, he said “it would be the same 


old thing over again.” 
Texas Company Asks Umpire 

Judge R. A. Johns of counsel for the 
lexas Company, took a similar posi 
tion to that of Mr. Farish and Judge 
Greer. Judge Johns disclosed that the 
['exas Company had asked for an um 
pire in handling runs. He went on 
further to say that it was an easy mat- 
ter to handle the situation by allowing 
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vells that had facilities to produce 
thereby take care of such produc- 
Those without facilities would 
rced to shut down at the top of 
sand to comply with conservation 
ilations against waste; but the pro- 
ing of runs would allow all the pro- 
ers to have a fair show. His refer- 
to those having facilities being 
»wed to go ahead had particularly 
do with reference to storage facili- 
etc. 
While there was one or two sugges- 
ns of pro-rating on an acreage basis, 
was generally considered from the 
ewpoint of the percentage of oil. 
is phase of the question was not 
scussed to any considerable extent. 

\s regards facilities being built into 

e producing territory, it was brought 

it in the informal conversation of 

rsons attending the hearing that it 

ill be the latter part of September be- 

re the Fort Worth-Burkburnett pipe- 
ne of the Gulf Pipeline Company can 

e completed into the field, and it will 
e probably 60 days before the Sin- 
lair 8-inch can be extended from 
Healdton. 

Other pipelines generally are short 
ystems extending across the river into 
Oklahoma or to loading racks in the 
Wichita Falls district, which are de- 


pendent upon railroad facilities for the 


rther movement of crude. 


Would Affect Labor Situation 
\nother objection to the proposed 
itdown, stressed both by E. L. 

lley and D. C. Earnest, was that a 

reat many contractors had bought new 
s in the last thirty days on money 


anced them by land owners. The 
utdown, it was said, would bankrupt 
number of them if drilling was 
irbed Mr. Germany had argued that 
illing to the top of the sand and then 

tting down would take care of this 
\ ference to facilities under way 


ng production, other than 
pelines and gathering lines for tank 
loadings, Mr. Germany cited figures 
said had been given him by C. H. 
rk, influential producer at Wichita 
alls, to the effect that storage built 
| other steel ordered or on the way 
he Wichita Falls district (including 
levol) totaled eighty-four 55,000-barrel 
s, and he added that he knew of 
37,500-barrel tanks full of oil. 


\fter saying that the. pipelines were 
ling to purchase ratably and equit 
ly, adapting themselves in this re 


the emergency) to conditions 
ble with regulations govern- 
nsporters, Judge Greer said this 
be done only under direction of 


Plan Offered By Greer 
I r then offered the follov 
ption by the railroad con 


ge (ree! 


ordered by the railroad com 
hat the temporary order of 
ssion of date of July 11, 1919, 
e shutdown in the north- 
yn of the Burkburnett o1 
1 the same is hereby set 
lieu thereof this order is 
s to continue in effect for 
thirty days from the date 


dered that drilling operations 
being drilled and on new 
ntinue, but that when such 


a } eens at } 
rillec to the sands and the 


casings set, the drilling operations 
thereon shall be discontinued until the 
expiration of the said thirty day period, 
unless upon a showing therefor the 
commission permits the well to be 
drilled in to°meet some urgent condi- 
tion such as to prevent a loss of the 
lease, to comply with some necessary 
and important provision of a contract, 
or to provide against any serious loss. 
Runs To Be Pro-Rated 

“That during the period of this or- 
der runs from producing wells in said 
northwest extension to common Carrier 
pipelines over which the commission 
has jurisdiction, be pro-rated under 
equitable rules to be adopted by the 
commission; such rules to be prepared 
in the first instance by the umpire ap- 
pointed under this order by the com- 
Mission, acting in co-operation with a 
committee composed of three producers 
in said field recommended by the Texas 
Division of the Mid-Continent Oil & 
Gas Association, and a representative 
of each of the common carrier pipelines 
serving said field, and submitted to this 


commission for approval and adoption. 

“Oil shall not be produced in said 
northwest extension during the period 
that this order is effective beyond the 
quantity that all purchasing, transpor- 
tation and storage facilities can care 
for and handle; all oil produced from 
said field to be subject to the pro 
rating rules. 


“All producers in said fields are here- 
by ordered to desist from actual waste 
of oil and the conservation officer of 
the commission is hereby directed to 
prevent such waste as far as practicable, 
and he is ordered, if necessary to pre- 
vent unnecessary waste, to shut down 
any well causing same until owner or 
operator thereof has made provision to 
avoid the waste and gives satisfactory 
assurance that he will in the future 
operate the well so as to avoid waste. 

“That an umpire be and is hereby 
appointed to supervise and direct the 
pro-rating provided for in this order, 
and prepare rules therefor to be sub- 
mitted to the commission for its adop- 
tion.” 


Inventor Of “Liberty Fuel” Is 
Aquitted By Court Martial 


By Special Correspondent 

WASHINGTON, July 21.—Edwin C. 
Weisgerber, who while a captain in 
the engineer branch of the army was 
hailed as the inventor of a fuel for in- 
ternal combustion engines that was to 
perform wonders, is out of the army. 
According to a mimeographed an- 
nouncement sent to at least one news- 
paper man the captain was honorably 
discharged from the army on July 3rd, 
after being acquitted by a court mar- 
tial of the charges brought against 
him. 

In what looks like a story prepared 
by some one intent upon procuring 
advertisement for so-called Liberty 
fuel, without going thru the advertis- 
ing manager's department, it is stated 
that the court martial at Governor's 
Island acquitted him of all charges ex- 
cept that of conduct “unbecoming an 
officer,” that he was restored to duty 
and honorably discharged on the day 
mentioned. Specifically, it is set forth 
in that announcement he was found not 
guilty of offering to the British govern- 
ment a synthetic fuel composed of or- 
diuary commercial gasoline and picric 
acid, which, if it had been used by the 
British government, would have im 
paired, injured and delayed the war 
against Germany, that he did not pre- 
pare specifications, with intent to cause 
damage, for standardized and _ inter- 
changeable pipe connections for oxygen 
and hydrogen tanks, regulators and 
containers used by the army, knowing 
that if such specifications had been 
used they would have constituted a 
menace to military operations; that he 
demanded a colonelcy each for him- 
self and Maj. O. B. Zimmerman as the 
price for the privilege of using his fuel, 
and that, commenting on a former 
British officer and the British govern 
ment, he said, “England thought she 
could lick Germany with men like that.” 

All these things, the thing tha OKs 
like a press agent story for the sup 
posedly wonderful fuel says, the court 
said Weisgerber neither said nor did 


As to what he did that caused him to 
be found guilty of conduct unbecoming 
an officer, it has nothing to say. It 
says, however, that the charges were 
the result of a conspiracy, as the cap- 
tain thinks, that sought to discredit 
him and disparage his fuel. His theory, 
as set forth in the volunteered informa- 
tion, is that influence was exerted to 
have him court martialed with a view 
to getting rid of him. 

A note accompanying the article 
prepared ready for use in a newspaper, 
says that Captain Weisgerber is a geo- 
chemist and oil and gas engineer of 
international reputation and experience, 
born in Newark, N. . educated in 
Germany, Austria and Italy, and em- 
ployed in oil and gas explorations in 
Europe, South America and the orient. 

Liberty fuel, the note says, bears no 
relation to the synthetic fuel made the 
foundation for one of the counts in the 
court martial arraignment. It further 
declares that the liberty fuel has been 
officially tested and approved by the 
Bureau of Standards and pronounced 
superior to gasoline, developing greater 
power in internal combustion engines. 

Official Washington took Captain 
Weisgerber seriously to the extent of 
having that branch of the army to 
which he was attached authorize the 
publication of an _ enthusiastic note 
about the qualities of the fuel which 
the Bureau of Standards had _ tested 
for him, and as to which some of the 
men in the Bureau told Chester Nara 
more, chief petroleum technologist of 
the Bureau of Mines, that Weisgerber 
“had something.” 

Soon after the notice was authorized 
petroleum chemists began pointing out 
that even if the discovery was all that 
was claimed for it, it could not be much 
of a help in the solution of the fuel 
problem because the amount of benzol, 
its chief constituent, was limited; and 
that if every drop of benzol made in 
the country was used for making the 
fuel, the increase in supply would not 
be three per cent. 
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Crawford and Preston 
Resign From O. P. & R. 


TULSA, July 19. Receipt of news 


here that John M. Crawford, president 
of the Oklahoma Producing & Refit 
ing Corporation of America, had re 


signed and that Homer M. Preston had 
also resigned as vice president and di- 
rector, was something of a surprise. 
T. O. Lillystrand was elected first vice 
president and chief executive, being 
succeeded as secretary since 1916 by 
R. L. Howard. Elmer E. Andrews, 
who has been in charge of production 
in the northern division for the com- 
pany, was elected director, and naturally 
assumes added responsibilities. A. A. 
G. Scherbel, in charge of refining in 
terests, continues as a director, as does 
James K. Crawford, in charge of all 
producing interests for the company. 
David B. Crawford also retains his 
directorship. 

John M. Crawford’s health has not 
been very rugged for several years and 
he doubtless desires to be released from 
executive responsibilities Homer M. 
Preston, who has represented the Emil 
Deen interests in the Oklahoma Pro 
ducing & Refining Corporation of 
America, has personal interests that 
will occupy his time sufficiently, after 
fourteen years of extremely active work 
in the Mid-Continent fields. 


The Oklahoma Producing & Refining 
Corporation of America has been men- 
tioned as one of the organizations like- 
ly to be in the Sinclair consolidation 
plans, and there was some conferences 
in that connection within the last sixty 
days; however, nothing has been heard 
about the matter for several weeks. 


Would Let Chickens 
Come Home To Roost 


Staff Special 
KANSAS CITY, July 17. — If the 


Oklahoma Corporation Commission, now 
engaged in formulating new rules for 
the inspection of oil in the state, decides 
against the advice of the oil industry 
that nothing below 61 gravity can be sold 
under the name of gasoline in the state, 
the people will be forcibly reminded 
every time they fill their auto tanks upon 
whom the responsibility rests for the 
price of 28 to 30 cents a gallon they will 
have to pay. 

It will be “Commission Gasoline.” 

This is according to the plan of Fred 
erick W. Lehmann, Jr., secretary of the 
Western Petroleum Refiners’ Association, 
and he has given fair warning to the 
commission to this effect. Whether the 
warning will bear fruit, whether the 
members of the commission will decide 
that it is bad politics to compel the 
motorists of the state to pay a high price 
for gasoline for the sake of enforcing 
fancy specifications or not remains to be 
seen, but they are taking, apparently, con- 
siderable time to think it over. 

When jurisdiction over oil inspection 
was taken from the Oklahoma Bureau of 
Mines last spring by a court decision and 
vested in the Corporation Commission 
the commission showed more appreciatian 
of the situation than have their contem 
poraries in some of the other states by 
sending out an invitation to the oil indu 





John M. Crawford 


HA Tas Hint 


try generally, refiners and jobbers to at- 
tend a conference held at Oklahoma City, 
June 9, to offer suggestions and advice 
as to what kind of rules should be put in 
effect. 

When the oil men arrived at the meet- 
ing they found the commission had al- 
ready drawn up a tentative set of rules, 
the outstanding feature of which was the 
61 gravity minimum for gasoline. This 
was at once objected to by the oil men 
and discussion turned on the selling of 
ordinary gasoline under some other name, 
such as motor fuel or the like. It was 
during the discussion of nomenclature 
that Mr. Lehmann gave his warning. 

“The Independent refiners have done a 
good deal along the line of trade names,” 
he said. “We have White Rose Gasoline, 
Pennant Gasoline, Ideal, Hercules and 
many others. These names are used for 
the purpose of identifying the product 
with the company that puts it out and 
placing the responsibility for it. 

“In case the commission decides that 
only 61 gravity gasoline may be sold in 
the state the western refiners will fur- 
nish it but at a price necessarily con- 
siderably higher than they would be 
obliged to get for ordinary motor gasoline 
that gives equal satisfaction. 

“The refiners will not take the respon- 
sibility for the price of this gasoline but 
will place it where it belongs. We will 
name the high gravity stuff “Commission 
Gasoline,” so that people when they dig 
down in their pockets for three or four 
cents more a gallon than the price of 
ordinary motor fuel would be will know 
who to thank for it.” 


Kerosene Advances 
At Montana Points 


By Special Correspondent 

HELENA, MONT ., July 22. Kero- 
sene advanced one-half a cent at the prin- 
cipal tank wagon points in Montana terri- 
tory July 19th. Tank wagon prices now 
prevailing are, Billings, 174% cents; Butte, 
19 cents; Miles City, 19 cents; Great Falls, 
19 cents; Helena, 19 cents. 


The Phillips Petroleum Company, it 
is announced, will soon offer to its 
stockholders of record July 17th, com 
mon and preferred, 63,984 shares of 
its unissued common stock of no par. 


Sinclair Strengthens 
Marketing Facilities 


By Special Correspondent 

MINNEAPOLIS, July 22.—The t 
ing over by the Sinclair interests of 
chain of filling stations in Minnesota ar 
three bulk sales plants in Wisconsin with 
in the past few days are among the newest 
developments connected with the eve: 
spreading plan of organization of the Sir 
clair companies. 

The filling stations, some eight or te 
in number, were purchased from the Van 
Tilburg Oil Company, of Minneapolis 
The deal was consummated about Jun: 
20th, according to an aunouncement by 
F. E. Van Tilburg, president of the com- 
pany. The Van Tilburg Company 1 
tains all the other branches of its bus 
ness, and, according to the agreement 
with the Sinclair interests, is not bound 
to remain out of the filling station bus: 
ness. 

The Sinclair Refining Company, on July 
llth, took possession of the three plants 
of the Waukegan Oil Company, located at 
Waukegan, Antioch and Grayslake. The 
purchase was made, it is said, from the 
Barnett Oil & Gas Company, of Chicag 
which has been the owner of the Wau 
kegan company for the past three years 
It is understood that the Sinclair company 
will establish a filling station at Waukegan 
in connection with the plant at that place 


Examiner Holds Fuel 
Oil Rate Is Excessive 


WASHINGTON, July 20.— In a 
tentative report on the case of the 
Kansas City City Refining Company 
et al vs. A. T. & S. F. et al, Attorney 
Examiner M. A. Pattison recommends 
that the Interstate Commerce Com 
mission hold that the local rate on fuel 
oil from the two Kansas Citys to Chi- 
cago is unreasonable and unduly pre- 
judicial to the extent that it exceeds 
21.5 cents, and that the proportional 
rate on traffic destined to points east 
of the Indiana-Illinois line is unduly 
perjudicial and should not exceed a rate 
of at least 3 cents less than the rate 
on like traffic from the Mid-Continent 
oil fields in Kansas and Oklahoma. 

The effect of the recommendation, if 
approved by the Commission, would be 
to fix a relationship, on the local rate, 
between crude oil on the one hand 
and refined oil on the other, by making 
the rate on the former 5 cents per 
hundred pounds less than the rate on 
refined oil. Such a relationship was 
prescribed by the Commission in the 
Mid-Continent Oil Rate Case, Fair- 
mont Creamery Company vs. A. T. & 
S. F., 43 I. C. C., 515, and Codington 
County Oil Company vs. A. T. & S. F., 
53 ft. C. ©. 254. 

The proportional rate recommended 
for condemnation is 22.5 cents. It is 
to be reduced so that the proportiona! 
applying on shipments east of the In 
diana-Illinois line will be at least 3 
cents less than on similar traffic from 
the more distant Mid-Continent re- 


fineries. 


If you are looking for a man to fill a 
vacant position, why not look over the 
“Position Wanted” advertisements on the 
classified page? 
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USE KRON SCALES 
and AVOID Weighing Waste 


Any apparatus that has proven by actual 
tests its ability to cut out waste in many 
departments of almost every line of busi- 
ness is deserving of serious consideration. 


operation is automatic and instantaneous. 
The hand on the dial moves unhesitatingly 
and stops at the exact weight of the load. 


Kron Scales save Jabor in that the neces- 























Kron Scales are performing this econom- 
ical service in many of the largest con- 
cerns in the country. 


sity for careful calculation and the 
assembling and the adjusting of weights 
is entirely eliminated. 


Unquestionably Kron Scales are big sav- 


; It is as simple as A B C to weigh on a 
ers of time and labor. 


Kron. A boy can do it in one-fifth the 
time taken by the old beam method. 


‘‘Load and Look’’ 
Kron Scales 


AUTOMATIC Made in U. S. A. SPRINGLESS 
All Metal Construction 


The Kron Directly and 
Indirectly Pays for Itself 


Kron Scales save time because their 























Inaccuracies in weighing caused by inferior scales are 
responsible for big losses in profits. 


The Kron Scale prevents such profit losses and 
usually pays for itself in a very short time. 


Directly on account of less help required to operate 
it and indirectly on account of its greater accuracy. 


There’s a Kron Scale for Every Weighing Purpose 
All Types—-Any Capacity—Dormant or Portable, 
Hanging Pan Types, Overhead Track Scales, 
Suspension Crane Scales, etc. 


We shall be pleased at any time to discuss your 
weighing problems with you and give competent 
advice on methods of installation. 


Write for complete information 


American Kron Scale Co. 


427 East 53rd Street New York 
Branch Offices and Service Stations 
in Principal Cities. 
CANADIAN KRON SCALE CO. 
MONTREAL, CANADA. 





Tare Beam 
for automatic 
deduction of 
tare weight. 








DORMANT PLATFORM TYPE 
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Producers 
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Transporters 


OF 


Petroleum 





Products 





J. S. MULLEN, 


J. P. HARPER, 
V. P. & Gen. Mgr. , 


L. C. HARPER, 


Secy. Treasurer 


General Offices: 


Richards Bldg. 




















supplied 
opment ot the shallow Piedras Pintas 
+ € } 


system should be profitable both to the 


Refit Ing 


r RV WN Refining 


‘ erset 


Tulsa : Okla. || 2: 


Deep And Shallow Territory Are 
Active In San Antonio Territory 


Staff Special 
SAN ANTONIO, TEXAS, July 18. 


Additional to the “wildcatting’ « 
paign southwest to the Mexican bord 
and including the Edwards plateau ter 
ritory, considerable attention 

paid to operations in the shallow dis 
trict which includes the Somerset field 
nd the Atascosa development. Atte! 
tion 1s also being paid to the old Pied 





iS DeIng 


ras Pintas field in Duval county, where 


strata have been 


years A 


ight wells in shallow 
producing the last twenty 
number of deep tests are being made 11 


the vicinity of San Antonio 
For a period otf months, a numbe 
of the major “wildcatters” have been 


quietly blocking up large tracts of acre 
the Edwards Plateau district. 
interests, < previously an- 
in the NATIONAL PETRO- 
NEWS, included the Sun Com 


age 1n 
I hese 
nounced 


LEUM 


as 


pany, the Benedum-Trees interests, the 
McMan Oil Company and others. Now 
the Ohio Cities Gas Company has es 


tablished district offices in San An- 
tonio, the Empire Gas & Fuel Company 
has continued its testing out of huge 


icreage along the border, and Col. E 


H. R. Green is going ahead with ar- 
rangements for the five tests he will 
put down in the northeast corner of 
Val Verde county, some of which are 


already under way. 

As regards the territory more nearly 
applicable to the description of the San 
Antonio district, there been more 
or less drilling in all directions over a 
period of years, except to the east. One 
company which plans a test to the east 
has found a structure said to have been 
favorably passed upon by a number ot 
geologists, independently, and 
possibly oil producing. 


has 


acting 


Piedras Pintas Pipeline 
In Duval county, the Texas-Mexican 


Oil Refining Company of 


° Pine oe 

President petine & 

San Antonio has a project in hand t 

build storage terminals and issue cred 
Ww. 5. HERMANN, checks against production otf the smaller 
operator wh } h » a] inti! 

~ - perators, wno now Nave to wait un 
Vice-President they obtain enough oil from their small 


and 


gZons 


+¢ 


“get a load” transport 
country in wa It 
rgument of the promoters of the proj 
that outlet has 
greater 


1S the 


peel 
7 


ct when such 


a ¢ onsiderably 


all 
deve 
ld will be made possible and that the 
irganization and to the producers 

The Texas-Mexican Pipeline & Oil 
Company has its headquarters 


t San Antonio, and is not to be co1 

ed with the Texas Mexico Pipeline 

Company, which latter is 

ynsored by Robert Galbreath, who 

pened the Glen pool in Oklahoma and 
t 

vhose recent project proposes a pipe 


from the Mid-Continent to the Gulf 
touching Burkburnett, 
tc., and finally reaching a refinery 
il at Aransas Pass 

\ report ot 


D on 00 
ist, Ranger 
t¢ 


sts in the Sar 
listrict includes the following 
Our:l Association's No l 
erset, drilling at 700 feet; San At 
Oil & Gas Associ 
Newcombe, drilling; Park 
ompany, drilling 15 miles 


Antonio, 


deep te 


10 Production 
i] ®w Gas ( 


ith of San 


putting dow! 


water well for supply in making dee 
test; Devine-Kimball Oil & Develo; 


ment Company, drilling below 560 fe 


in No. 1 Kimball; Deep Wells Oil Co: 
pany, No. 3 Walsh, drilling below 1,00 
feet after fishing job; Deep Wells Oil 


No. 1 Dick Young, ne 


drilling in rock below 1,2 


Company, 
Pleasanton, 


teet with reported showing above pre 
ent ftormation; Wisconsin-Texas Oj] 


Company, No. 1 Hock, on the Erie ( 
road, waiting on casing at 800 feet 
Alum Creek Oil Company, No. 1 Wag 
ner, near Lavernia, Wilson county 
waiting on casing at 2,450 feet; 
San Antonio Personals 
Drilling contracts are popular in the 
southwestern counties of Texas, where 
great ranches are being offered 
blocks by some of their owners for test 
wells, small bonuses being required 
some cases and in others only a 
tract sufficient to insure the drilling of 
a test. ©. W. Hah oi | 


col 


Houston, and 
associates, who own thousands of acres 
of land in fee, have opened offices 
San Antonio and are getting active in 
drilling contracts. 

John J. Durst, formerly at Shre 
port for the Oil Well Supply Compa: 
is in charge of that organization's ot 


hiees in the San Antonio territory 
Durst is one of the old-timers in the 
supply business, and is taking care of 
his old friends that come San Anto1 
way at his offices in the Gunter build 
ing. 

Fk. S. Bennett, district manager 
the Great Lakes Refining Company 
with offices in San Antonio, has been 
spending a few days at Corpus Christ 


His son, C. A. Bennett, a special sale 
man in that territory, has only recently 


returned from army service. 

Louis Fries, manager of the San A: 
tonio territory of the Pierce-Fordyce 
Oil Association—22 years in the mat 


keting branch of the oil industry, and 
still active one of the staunch read 


ers of the NATIONAL PETROLEUM 
NEWS. If he didn’t get it regularly, he 


1s 


says, “there'd be a ot a row brew 
ing in the Cleveland office.” 
The Eggleston Refining Company 


plant at Antonio, G. B. Eggleston, 
general manager, is running on Burk 
burnett crude supplied thru Ell Jones 
Durnett crude supphed thru Elliott jon 

& Company, San Antonio, who maintain 
gathering lines for tank car loading in 


San 


the Wichita Falls district. The Eg- 
gleston plant is a comparatively new 
one, but it is making a go of it with 
vim. 
An experiment is being tried in the 


field of setting about 570 feet 


of perforated casing thru shale forma 


somerset 


tion below the upper producing level at 
about 800 feet Settled production 
Somerset 1s about five barrels to the 


well, but it 
aterially 


is hoped by this method 


increase production. 


the 


Daily production of Standard Oil 
Company (Cal.) is now 70,000 barrels 
making it the greatest producer of crudé 
oil of any individual company in_ the 





United States. In 1911 its production was 


9,000 barrels. Less than a year ago t 
Empire Gas & Fuel Company was tl 


greatest producer, mostly in Butler count} 


Kansas, with 78,000 barrels a day 
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How The Oil Industry Kept The Airplane 
Guns Popping At Germans 


TT li 


Article 12. 
fference of just a few de- 
in temperature sounds like 
nitesimal thing to be of 
signincance, and yet this one 
played a very important part in 
elopment of lubricants for some 


special fighting equipment. 
g the early part of 1918, when 
fF. Parish and his corps of 
f the petroleum industry 
1 the oil and gasoline proposition 
shington, reports were coming in 


iators at the front to the effect 


he operation of airplane machine 


gh altitudes was often un- 
tory due to the guns jamming 


t hioh 


was primarily due to the fact 


the lubricating oil became sstiff 
at low temperatures, pre- 

g rapid movement of the gun 
his, of course, was a very 

1s problem as an airplane might 
ble to soar successfully to vast 
then fail utterly in its pur- 
account of the refusal of the 

ne gun to operate at the crucial 


ie 
€ 
i 


rw cold test 


to Carry 


used at 


ot aegrees 


ne Galician 


failure at 
maneuvres, 
loss ot life or 
It was there- 
was up to the 


meant not only the 
thru vast 
resulted in 
enemy. 
which 


by the 
problem 


um representatives to solve. 


ple was obtained of the oil 
the front, and it was 

be nothing more than ordi- 
ne oil cut back with kero- 
his lubricant would not only 
ff at low temperatures but 


possess the lubricating 
s of a straight lubricating oil. 
rather alarming information 
eived that the Germans were 
operate their guns at higher 
s and under lower temperature 


than the Allies, and all in- 


Is seemed to point to the fact 


was largely a question of lubri- 


Ger- 
their air- 
test of 
below zero. This 
by the fact that they 
stocks of oils produced 
and Russian fields, 
which fields have a 

It can readily be 
ntage the Germans would 
to operate their guns 
high altitudes and 


that the 
on 


cold 


received 
an oil 
had a 


were 
using 
uns which 


rne out 
Irom 


bei £ able 
at the 
peratures 

of the United 
is that there is 
lly every class of pe- 
straight paraf 
and valuable 


+] — po 
¢ wonders 
leum fields 
tica 


1m the 


their large 


to the naphthene base oils 
haltic content and very 
The crudes produced 
and California fields 
their make-up to 

ides, having the natural, 


with these crudes 


The work of the men in the Oil and Lubrication Branch of 
the Army was never done as long as the war lasted. As soon 
as one knotty problem was met, attacked and successfully solved, 
there bobbed up another, equally serious and equally perplexing. 
It is to the everlasting credit of the American oil industry and 
to W. F. Parish and his staff of experts at Washington, however, 
that each problem was mastered as it came along and that the 
mastering of each represented another step forward toward Berlin. 
An instance of how these problems insisted on bobbing up is 
shown in the accompanying article, the twelfth in the series on 


what the oil industry did to help lick the Hun. 


After days and 


nights of study, of exhaustive tests, of gruelling work, the oil men 
made the American fighting "plane the best in the world from a 


standpoint of proper fuel and lubrication. 


Thus the oil industry 


put the flying man in the air and made it possible for him to stay 


there. 


Then came the serious problem of enabling him to keep 


his airplane machine gun from jamming because of lubricants that 


would become stiff at high altitudes. 


How the men at Washing- 


ton tackled and solved this problem is interestingly told in this 


article.—Editor. 


to work from, the lubrication men felt 
sure that they could outclass the Ger- 
mans on this point of a low cold test 
lubricant for airplane guns. 

Mr. Parish, in his experience with 
the naphthene base oils, had run across 
an oil produced from this crude, hav- 
ing a cold test of 40 to 50 degrees below 
zero, and he knew if sufficient supply 
of this oil could be obtained, our guns 
would shoot at higher altitudes than 
the Germans. This oil, however, could 
only be produced in comparatively 
small quantities, and it depended upon 
the co-operation of the refiner as to 
whether a supply could be secured 
covering all requirements. Specifica- 
tion 350.37, Airplane Machine Gun Oil, 
was then drawn up and issued on Jan- 
uary 14, 1918, calling for an oil of 70 
to 95 seconds at 212 degrees 


viscosity 
F., and a pour test of 45 degrees below 


zero. 
Oil meeting this specification was 
secured and tried out in this country 


under all conditions, successfully meet- 
The refiners gave their 


ing all tests 
production 


usual co-operation in the 
of this product and large quantities 
were shipped abroad and successfully 
used at the front 

Thus it will be seen that such an 
apparently unimportant item as the dif- 
ference of nine or ten degrees in the 
cold test of an oil made it possible 


for our planes to carry on warfare at 


higher altitudes than the Germans and 
gave us a decided advantage in altitude 
flying. 
Oil for the 37 mm. Guns 

Another interesting instance show 
ng the thoroness in which the lubri 
cating pr ie } 1 to be gone into 
in the operation of the newly developed 
flying equipment 1 the research work 
that was necessary in connection with 


HULL LITT MAA THUR 


Tuna 


the same, was the development of an 
oil for the recoil chambers of the new 
37 mm. guns. In August of 1918 the Oil 
and Lubrication Branch received a call 
from a representative of the small arms 
section of the Ordnance Department in 
regard to the proper oil to be used in 
the recoil chambers of these 37 mm. 
guns, this representative stating that 
he expected to conduct experiments 
with different grades of oil for this 
work, and asking for laboratory assist- 
ance in making analysis of oils before 


and after use, which assistance was 
gladly promised him, and the recom- 
mendation was made that he try out 


Specification 3507, Gun Oil. 

No further information was obtained 
on this except the general report that 
nothing of material value had been ac- 
complished, until the first part of Oc- 
tober when another engineering expert 
employed by the Ordnance Department 
to handle this work, called on 
the Oil Lubrication Branch, stating 
that elaborate tests would be made on 
the recoil cylinders of all sizes of naval 
and artillery guns for the purpose of 
determining a suitable recoil cylinder 
oil. 
The Branch was requested to assist 
in drawing up plans for tests and to do 
work in connection with 
im- 


same 


the laboratory 


oil samples. This request was 

mediately complied with and_ plans 
drawn up covering a series of tests 
to be made on recoil cylinders using 
oils of different but known viscosities 


under varying conditions, taking the 
temperature, the amount of recoil, etc., 
to get some basic information in 
regard to the amount of check given 
in the recoil cylinder with various oils 
working under different temperatures, 
as no information of this kind could be 
located This plan was approved by 
all concerned and two lubrication 


SO as 


ca 
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| WATER COOLING 


eee 


WITHOUT WASTE 


EVERAL Oklahoma re- 
fineries after one year's 
satisfactory operation of our 
cooling towers have given us 
repeat orders. 


These towers are designed by our 
engineers to meet the needs of each 


oil refinery. 


We guarantee our towers to do ex- 
actly what we claim for them. 


Let us talk with you about your water 


problems. 


THE CO 


INCcCO 
1S-17 JOHNS 





LING TOWER CO. 


PORATED 
: NEW YORK 








quantity 





lubricating oil is. 


a trainload. 
our own line of tank cars. 


LUBRITE 
REFINING 
COMPANY 


Wright Bldg.,St. Louis, Mo. 


Refiners of 


High Grade 
Lubricating Oils 


for every purpose 





LUBRICATES RIGHT 
Try it andsee what REAL 


In any 
from a barrel to 
We operate 


Write for prices and 
samples. 








perts from the branch sent to the prov- 
ing grounds at Aberdeen, Md., to assist 


in these tests. 

These tests were conducted in a 
very thoro manner and complete re- 
port on same submitted the first part 
of November. Very fine basic data 


was secured which resulted in the draw- 
ing 


up orf a specincation 
covering 


suggested 
I recoil 


the proper oil for the 
chamber as then made. The oil speci- 
fied was quite difference from the oils 
used by the Allies and also by the 
Ordnance Department, 1t never having 
been shown in the records that the oils 
then in the service had been selected 


on the basis of actual tests of me- 
chanical conditions. 
The official specification, based on 


the suggestions of the Oil and Lubri- 
cation Branch, were just being issued 
when the armistice was signed, but had 
not been released publicly up to t! 

time the activities of the branch came 
practically to a close, and the writer is 


therefore not familiar with the de- 
tailed readings of this specification. 
The Brownlee Oils 
One of the most interesting dis- 


coveries or developments was brought 
to the attention of the Lubrication De- 
partment at a most opportune time 
when the men of the department were 
very apprehensive as to whether, with 
the vast 1918 and 1919 programs before 
them, the amount of oils required for 
our own and our Allies’ use would not 


be far in excess of production facili- 


ties of the American refiners, even if 
careful reclamation stations were in- 
stalled. At that time, when it was 


feared the engine program might suffer, 


due to lack of lubricants, Dr. R. H 
Brownlee from Pittsburgh, called, after 
having visited several other depart- 
ments in Washington, with samples of 
oils secured by a process he had de- 
veloped in his laboratories and plant 

Pittsburgh. 

[hese oils were very interesting | 
the analyses were quite unlike anything 
ever seen by members of the depart 

ent. [he viscosity and Id tes 
vere in line with a heavy asphalt ) 
oil but the flash and fire test were 
igher than with the asphalt l 
the gravity instead of being about 18/2 
legrees Be., as might lave e€ 

cted, was 30 degrees e., 

t it was reall il trot 

I € iSé€ | 

tural « intenctics 

) vnlee r t é 

‘ a ae, 

Ss 1 ide ra 
till te ee ld le \ t 
ss the NM ( ent 
oil pi ) 
cally n 
pe cats ' acy 
r ( 1 tes Sa 
this « R 1 
é lich matel 
to the An e Ma ( 
} tion ex< t] 
t < 68 ( 
S Ost t 
l yment cre ¢ ¢ 
erest t ( t 
iced qui t f 
til t¢ l case the s 
l tl sup é 
ew s S11 


To ascertain if this oil could re 
be produced from a Mid-Continent 
tillate, a supply of the desired product 


was secured from the 
Company of Indiana by 
senger and personally delivered to Dr 
Brownlee’s plant. By his process 
made up sufficient quantity of oils { 
this distillate to meet the Liberty 


Oil and Airplane Machine Gun 
specifications. These shipments were 
then taken to one of the fields 
extensive flight tests made, using the 


Brownlee oils on the engines and o 
the machine guns at high altitudes wit} 
most satisfactory results. 

One of the most extraordinary t 
ures in regard to this Brownlee Liberty 
Aero Oil was the very small amount 
of carbon deposit left by this oil, in 
fact, analysis of a sample after five 
hours’ use showed a carbon content 
(corrosion) of only 0.29 per cent, very 
much less than shown by any other oils 
used. 





Two representatives of the Lubri- 
cation Department were then sent t 
Dr. Brownlee’s plant and a complete re- 


port made on the general process 
facilities, etc. The whole propositio: 


was so interesting as a probable source 
of supply that Dr. Brownlee and his 
associates were called to Washingt ) 
and in conjunction with representatives 
of the Lubrication Department and t! 
legal and financial departments of 

Signal Corps, a form vt contract 

drawn up and all preliminary pla: 
made so that in case there should be 
shortage of oil for these two import 
f lubrication, the Brownl 
immediately 


classes o 


process could be presse 


into service, attached to the necessary 
refineries and sufficient quantity of 
craft engine and gun oil produced 
The discovery of this new process 
and the knowledge that there was 
emergency supply of oils available 
heved the minds of the men handling 
this work to a considerable extent 
enabled them to go about their 
duties wit uch the same relie 


experience , the Liberty Bond ow! 
when financial clouds appear o1 





The 1 iterial required, 
spec ero r listillate 
lable limite quantities 
coul t yut dist g 
\ the pre é pe T Ss 
rut er( ) ct 
the petrol l ndustr\ 
Gasoline Substitute 
t me product subi 
¢ t cv 
gasol substi 
ge e that was brought t 
ttent e Oil Lou 4 
I of August, 1 
S ¢ ) ) secti 
the () Dep: ( t | S 
~ ~ a i’ ~ t ) { 
< the n actu 
( Cali pl s 
\ t Gas e sp tions 
C Ire g é é t p 
] ye c j tage 1 the 
| ere ediatel\ 2 
es t pro t t 
] 1S¢ tne t 
Cali as . to 
ies Tt e \\ is 2 IASC 
t ’ nalvsis t} the 
té ates ) ~ T1S 
Tt S { ( l ¢ sed t 


Standard Ojj 
special mes- 











3, 1919. NATIONAL PETROLEUM NEWS 21 





Emery, Excellence 


Each detail of our enterprise we have 
made excellent so we might present a 
proposition of uniform good to those 
who consider joining the ranks of suc- 
cessful Emery dealers. 


The crude is Bradford—the best in the 
land. The refinery is complete, modern 
and capably managed. 


The shipping facilities and their super- 
vision assure satisfactory deliveries. 


We can serve you profitably. It’s for 
you to advise us how we can give you 
the first demonstration. 


EMER Y MFG.CO. 


BRADFORD, PA. 
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are silent salesmen that 
produce results——day 
or night—rain or shine. 





This Cut 205 stands as a beacon 
for every passing motorist. It sug- 
gests clean, accurately measured 





gasoline. 


Mechanically as perfect as human 
hands can make it. 


Its easy and rapid operation lures 
bigger gasoline sales and saves the 
time lost with slower operating 
pumps so commonly found at the 
curb. 


Note the large discharge dial that 
records the sale. In plain view of 
the customer, eliminating all doubt 
and creating confidence. Just one 
hinged door. All working parts 
easily accessible. 

Beautifully finished and fully 
equipped in every respect. Bulletin 
205 describes it fully and is sent free 
upon request. Our oil company 
proposition 1s a most attractive one. 


Wayne Oil Tank & Pump Co. 


542 Canal St. Ft. Wayne, Ind. 
































Gasoline Naphtha Water-White Fuel Oil 
Viscous Neutrals Eldred Special “‘E”’ 
Red Engine Oil Paraffine Wax 


All manufactured from Pennsylvania Crude Exclusively 


Ask us for quotations 


Pennsylvania Oil Products Refining Company 
Main Office: Warren, Pennsylvania 











being made from outside concerns 

A little later other representatives 
of the Ordnance Department called 
and stated that this product was Be 
zol, that a surplus existed and tl] 
an outlet must be found to keep 
moving from the manufacturing plants 
to make room for the toluene. They 
thought this might l-e used either 
straight or as a blend with gasoline. 
Some technical data was already avail 
able on benzol mixtures; the British 
had found that a 20 per cent benz 
blend was the limit fcr aviation ser 
vice. Benzol freezes at much higher 
temperatures than gasoline, and every 
degree of lower temperature meant 
danger to the physical characteristics of 
the fuel, necessitating carburetor and 
other adjustments. 

About this time samples of the pri 
uct were received in Washington, 
alysis of which showed that this was 
not a straight benzol product, but 
combination of different hydro-carb 
with benzol, and possessed certain 
teresting features worthy of further 
development. 

Flight tests were then started at on 
of the fields and the first flights 
ported upon were to the general eff 
that with the necessary carburetor 
justments fairly successful results c: 
be obtained with the new fuel. 
carbon deposit on top of the pisto1 
however, was considerably harder tl 
the deposit left by the aviation gasoli1 
showing excess of heat in the cylinde: 
[he valves were also somewhat pitt 
and had the appearance of being 
burned, which also indicated excess 
heat in the cylinders. 

It was claimed by the manufacturers 
however, that a little further refin 
would eliminate these troubles, 
plans were under way for very thor 
tests to be handled thru the Techni 
Section at Dayton in conjunction wit} 
an engineer from the Oil and Lubri 
tion Branch However, the signing’ 
the armistice, the cessation of host 
ties and the desire of the men to 
back into harness, stopped further d 


velopment of this product. 


Gates Oil Company 
Take Tulsa Office 


Staff Special 


TULSA, July 16.—J. M. Burke, 
with J. A. Bearman, interested the Gus 
genheims New York in the purchas 

t] gs of the Cates Qi] ( 

the Healdt mn held, at some 
thing more than a million dollars. h 
secured office room on the ninth flo 

t the Da 1 building Mr. Burke fir 
ecanie nt sted 11 oil as a stocl 
older of the Black Panther Oil ( 
pany, lesse ot the Barney Thloc« 
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NEW YORK,U.S 


Everything fr. 
Pennsylvant 
Crude 


Waverly Oil Works Cu 


Pittsburgh, U.S. A. 





800 Page Book Free 
to Oil Firms. 
Extra Copies Fifty Cents Each 
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2\In Preparedness? 


ET us benefit from the past and prepare now for the heavy shipping 
season that is bound to come soon. 


This is a slack period in tank car shipping. It’s an ideal time to 
look over your equipment—as the motorist surveys his car in the 
| spring—and to ascertain what your cars need to take care of the in- 
creased freight movement coming. 


Remember that in the stress of war-time thousands and thousands 
of cars have gone for two or three years without attention or with 
a minimum of repairs. Many of them have stood intensive service as 
long as they possibly can; many are now practically out of commis- 
sion through the wear and tear of war years. 


se 


The Economical Extraordinary 
Opportunity Facilities 
Why wait until the last minute be- Our Central factory at East Chicago 
fore getting ready for the big demand has just been enlarged with additional 
for extraordinary transportation hits space especially devoted to repair and 
us all? This is the time. rebuilding work. Our Western plant 


at Sand Springs, Okla. (near Tulsa), 

and our Eastern works at Warren, 

Ohio, are also exceptionally well 

equipped for taking care of disabled 
And it’s economy to have your cars and “‘bad order’”’ cars. 

overhauled while they’re idle. 


You can save money by having your 
cars repaired now. Prices are at their 
low ebb. 


Look over your cars. Or let our in- 


Besides, timely repairs mean saving spectors see them and suggest what 
through lengthened service; take the will be needed to put them in ship- 
‘‘stitch in time” and save the “‘nine’’ of shape so that when the era of great 
serious disablement into which a slightly prosperity dawns you won’t be caught 

bad order’’ can grow. with crippled equipment. 


Write for information. 


< 





all ank Car Corporation Lessors 
arf rust Building, Chicago 


io Sales Offices: 17 Battery Place, New York; 24 California St., San Francisco 
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MM UAT Boundary Line Dispute 


RITER-CO NLEY CO. S23) Has Several Angles 


Staff Special 

PITTSB URGH, PA. TULSA, July 19.—The three-cornered 
dispute between Oklahoma, Texas and 
riparian land-owners, represented as to 
restricted Indian allotments by the 
United States government, is interest 
ing because of its public and private 
angles and very confusing when its 
alleged legal phrases are presented by 
lawyers in court petitions. When all 
is said and done the claims are whim- 
sical and impractical, and when the 
state and federal tribunals have reached 
the end of pending allegations individ 
uals and corporations will doubtless 
wonder why they fell for so much guff 

The proposition of titles hinges en 
tirely upon the location of the flow chan 
nel of Red river and its changing ac 
cretions, that have varied during the 
years as high water has washed sand 
from one side to the other. North of 
the Burkburnett oil field the washing 
and filling has been on the Texas side 
of Red river, but east of Burkburnett 
the washing and filling has been o1 
the Oklahoma side of the river, because 
of abutting formations that deflected 
the stream into a big horseshoe bend 

For many years the bottom land be 
tween the bluff on the Texas side and 
All Classes of Steel Plate Construction the ordinary water-level shore line 

varying in width from a mile to only 

Our plate shops are the largest in the country. bridle-path, has become actual dry land 








Fabricators and erectors of 


covered with grass and trees and sus 


Oil storage tanks of all capacities kept in stock for immediate delivery. 
ceptible of cultivation except when un 












































We also manufacture and erect steel buildings and other structural steel work. usual floods submerge it For m 
— : Se nn aaa asaaneaaeateanaaaeaal years all the land south of the ordinary 
TULL AAAI AUANAHAEAANONNABSHATT at Ht TEE VOTEETUET TS REPRE ETH Lil AAUUAAAAAAAATAUAAAOA PLL AMADDAUALAAUUUUAAT Addai water flow -line has been lexas territ seg 
— and the owners and occupants of the 
land have been subject to Texas laws 
No other sensible conclusion can _ b¢ 
. * ® . arrived at. 
idioute Refining Company || “= tis: pxssite great vatues ap 
pear because of oil wells, many individ 
7 ° P ] . uals have laid claim to land, as oil 
| Tidioute, Pennsylvania plover claiaes, a mile south of the actus! 
river bed and well within recognized 
Texas territory and jurisdiction; these 
Our specialty is claims are being supported by the land 
board of the state of Oklahoma, that 
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Straight Run Gasoline 68-76 Gravity collection of taxes and other govern 
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. Credit is the oil that lubricates the bearings of 
commerce. After which, National Brands 


are the oils that prevent friction. 
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We solicit your orders and inquiries on ii 
SUPERIOR LUBRICANTS OF ALL KINDS 3 
Paraffin Oils Naphtha Refined Oils 
Harvester Oils Tractor Oils Special Motor Oils 
Automobile Oils Heavy Machine Oils Mineral Turpentine || 
Transformer Oils Highest Grade Greases Castor Machine Oils | 


Filtered and Steam Refined Cylinder Stocks 


The National Refining Company 


ail General Offices Scientific Refining Cleveland, Ohio 
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STEEL STORAGE TANKS 
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The ‘‘BIGGS”’ 
Extra Heavy Storage Tanks 


For 
Gasoline Fuel Oil Kerosene Naphtha 


We are prepared to furnish Storage Tanks from 84 gallons to 
15,000 gallons capacity. Write for price list and discounts. 


Our Storage Tanks are extra heavy in construction, pass the 
specifications of the National Board of Fire Underwriters, and are 
scientifically designed, all rivets being driven hot under hydraulic 
pressure, and best open hearth steel used in construction thruout. 





We also specialize in high pressure tanks for gasoline reducing 
piants. No tank too large, no pressure too great, 

Plant hydraulically equipped, capacity 134” plate, 114” di- 
imeter rivets. 


The BIGGS BOILER WORKS COMPANY 


Established in 1887 d 
BUCHTEL AVE. & BANK ST. AKRON, OHIO | 
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( § The purpose of 
our new chilling 
plant which we 
} have constructed / 
t at our laboratories 
is to demonstrate 
the Process when [/ 
applied toa partic- 
ular condition. 


Arrangements for such 


demonstrations may 


. ¢ 
be made by corres- 
pondence with our bce 
New York Office. 
/ 
/ 
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SHARPLES SPECIALTY Co. 
2110 Astor Trust Bldg 
NEW YORK 

é Branch 
Cuicaco, Ix 
Factory and Laboratory 
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Viscous and Non-Viscous | 
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| NEUTRALS | 
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High Flash High Viscosity 
All Colors 
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FUEL OILS 


'American Petroleum 
Products Company 
Cleveland, Ohio 


11 Broadway New York City 
| Peoples Gas Bldg., Chicago, Ill. 
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fitty chance to win after years OF ex- 


pensive litigation up to the court of 


last resort, the chance that that court 
would sustain their claims is a mere 
speculation. By the time litigation can 
be finally ended the value of the land 
claimed will have been dissipated thru 
whatever oil it may contain having been 
produced. That advice appears to be 
excellent. 

Land that is high and dry, with regu- 
lar trees standing on it and agricultural 
development in evidence, cannot intel- 
ligently be classified as submerged or 
as part of the actual bed of the river 
over which water flows or rests nor- 
mally and regularly. 

Che only chance claimants to abutting 
acreage can possibly have to get back 
any money invested, after long litiga 
tion, is the eventual production of oil. 
Demonstrated geology and dry holes to 
date form the only evidence that is 
tangible. It is freely admitted, of 
course, that this evidence is not con- 
sidered by the inexperienced persons 
who have filed claims to the disputed 
acreage; also, that the wave of enthu- 
siastic speculation in acreage all around 
the producing area at Burkburnett is 
actual and causes the payments of 
large sums of lawful dollars. Fortunes 
have been and are being made by this 
speculation that iridiscent hope will 
materialize. 

But land that is thus being made 


e basis of exchange of fabul 


tI ous sum 


of money is of unquestioned title, that 


can be transferred and delivered. The 


mere question of producing oil in profit- 
able volume has no place in the specu- 
lation now so strenuously in evidence 
in Texas—it’s just plain gambling 
changing land prices. In the alleged 
river-bed claims the fundamental ele 
ment of title is wholly lacking, leaving 
the speculation one of undiluted 
mosphere. 

The school land commission of the 
state of Oklahoma has so little war 
rant in law for its action in surveying 
land in vague dispute and inviting bids 
for its sale and passing of titles that 
do not exist and probably never wil 
exist, that it seems to be stringing the 
public. It is ethically held and s 
stated that the layman has no right t 
express an opinion about the action of 
elected officials. That is poor political 
doctrine at best; specifically it is doc 
trine that permits and encourages un 
limited speculation by men temporarily 
holding office who spend money freely 
to experiment in personal whims and 
political schemes. 

In the final analysis the laymen wh 
furnish the money thru taxes that en 
ables officials to play games of chance 
have a clear right to express opinions 
As a gambling chance the layman’s 
opinion is as good a bet as the official's 
opinion, neither having any written and 
adjudicated statute as an anchor o1 
which the bet may rest. 


National Coal Association Fears 
Inroads Being Made By Fuel Oil 


By Special Correspondent 
WASHINGTON, July 21.—An alarm, 


suched in terms ot anguish, that the 


oil industry is going to seize the most 
valuable part ot the market, has been 
sounded by the National Coal Associa- 
tion, the body that is as much to the 
coal trade as the American Petroleum 
Institute some day will be to the oil 
industry. The association’s fuel oil 
committee, of which C. E. Bockus is 
chairman, has submitted a report on 
the fuel oil situation from the coal 
man’s point of view, together with a 
recommendation that the association 
ask Congress to put a duty of $1 per 
barrel on Mexican crude. 

It is fear of the Mexicon oil, carried 

American tankers, that is the cause 
of the agitation among the coal men 
lhe committee regards the unrestricted, 
untaxed importation of fuel oil from 
Mexico as a “very serious and im- 
mediate menace to bituminous coal and 
to the steam sizes of anthracite. With 
he existing rates of pay for coal min 
ng, with the existing prices for sup- 
plies, and with existing charges for rail 
nsportation, all factors practically 


beyond the control of the coal operator 


j 


the seller of Mexican fuel oil, depen 
lent for its cost practically upon the 
ngle factor of water transportati 
Ss \ rking at an advantage that he has 
never! enjoyed before He 1S invading 
tel markets in which he could 
e obtained a tooting on pre 
of coal production t 
In introducing the topic and leading 
up to the recommendat hat the 
itio! isk for what is ho] ed t 


ctically prohibitive 


Mexican crude, Chairman Bockus said 

“Never before has there been such 
danger to the steam coal industry from 
tuel oil that threatens at present, with 
everything pointing to the probability 
that in the near future this competition 
will be even more dangerous to coal 
This .condition is due to a number of 
factors, of which the principal ones are 

“Increased cost of coal production, 
due principally to the advance in labor, 
but also to the price of mining equip- 
ment. Increased railroad freight from 
mines to consumers. Increased output 
from Mexican oil fields producing heavy 
oils which can be sold for steam pur- 
poses at low prices. Increased number 
of tank steamers being built, and those 
now built being released from war serv- 
ice, permitting of the greater movement 
of a greater volume of Mexican oil to 
the United States. Increase of pro- 
duction in Russian, Roumanian and 
other fields that may displace Mexican 
to some extent in Europe and force 
that much more Mexican to seek a 
market in the United States.” 

[Che committee took the trouble to 
describe the Mexican oil fields in con- 
siderable detail, together with the water 
distances from Tampico to the princi- 
pal ports, showing that a ship, steaming 
only eleven knots, is able to reach 
Boston, the most distant of the ports 
mentioned, in nine days One tanker 
of the size of the Saranac, of 11,150 
gross tons, the report says, will be able 
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Gasolines 
Naphthas 
Kerosenes 
Distillates 


— Automobile Oils 
Refineries: ee 
Pale Oils 
Black Oils 
Marcus Hook, Pa. Miners Oils 


Viscous Neutrals 


Warren, Pa. Non-Viscous Neutrals 
Cabin Creek Jct., W. Va. - — 
Ardmore, Okla. nd OS 
Gas Oils 
Cushing, Okla. Road Oils 
Cylinder Stocks 
Bright Stocks 


Waxes 
Petroleum Coke 
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We believe that superior quality in 
petroleum products is invariably sought 
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by the discriminating buyer. : 
Our aimis to refine each of our various 2 

grades as the best of its kind on the im 
market, at all times. = 
Incidentally, we operate adequate : 
tank car equipment to guarantee regular 3 
and satisfactory shipments either on bE 
contracts or spot market sales. E 
« e,°e | 
The Ohio Gities Gas bo. | 
* HH 
Ohio  Golumb Obi | 
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REPUBLIC BARRELS 





Your Shipping PacKage 


Doesn’t Ride Pullman 


— the time a barrel of oil or gasoline leaves 
your warehouse until that same barrel returns to 
you empty, it is undergoing a constant wearing down 
—destructive process. 


The warehouse man, the truck driver, the freight handler and 
the trainmen all do their part to make each and every trip both 
going and coming as rough aspossible for that shipping package. 


Only the strongest and most rugged barrels can come back 
from a trip all ready to start out again. 


Only the barrel that is built to withstand a knock on the head, 
a poke in the side, a fall from a car door or truck to cement 
pavement, can long survive. 


And only the barrel manufacturer who, appreciating the condi- 
tions under which your barrels must travel, builds a steel package 
especially designed to come back ready for business after each 
hard trip, can long do business with the Petroleum Industry. 


Republic Steel Packages have been riding the bumps since 1911. 
The Republic Steel Package Company 


Formerly S. F. K. Steel Barrel Co. 
CLEVELAND, OHIO 
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ARE MADE RIGHT AND PRICED RIGHT. 
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Free on request to any firm identified with the 


ADDITIONAL COPIES 50 CENTS EACH 


WAVERLY OIL WORKS CO. 


NEW YORK, U.S.A. PITTSBURGH, U.S. A. 





Naphthas Refined Paraffine Wax 
ac mace O11 Tur-Min-Tine 
lluminating Oils : : 
Road, Gas and Fuel Oils eee See 
Engine Distillates Tank Car Outage Tables 

, Cyl nder Stocks Conversion Tables 
Cylinder Oils 800 Waverly Formulas 
Stock Blended Oils Calculation Tables 


Information on all subjects pertaining to oil industry, 








if it is now 175,000 barrels a year. The 
only fact that is limiting the flooding of 
the American market, says the report, 
is the scarcity of tankers. That, how 

ever, is a difficulty that is being rapidly 
overcome, first by the release of tankers 
from war service and second, the con 
struction of new ships. Heavy Mex 
ican crude, it is said, is being trans- 
ported to American gulf ports in bulk 
in barges. Shipyards that built woode: 
ships during the war are turning to the 
construction of barges as a relief fro 

the depression caused by the cancella- 
tion of war contracts. 

The competition from American oil 
has been on for years but it is not to 
be feared by the coal man because 
is more valuable for refining than 
use, in crude form, for fuel. The 
declaration is made that,, low as the 
gasoline content of Mexican oil is, if 
eight per cent of gasoline can be ob- 
tained, it will pay to refine and dis- 
pose of the “skimmed” residue at any 
price that can be obtained; that heavy 
Mexican crude is freely offered f.o.b. 
Mexican ports at 25 cents per barrel 
and that oil at 45 cents per barrel is 
an attractive tonnage for tankers. 

The thoroly pessimistic committee 
figures that at the present prices of 
coal and fuel oil, fuel oil has an ad- 
vantage of sixty cents a ton over coal, 
even at New York, with coal at $5.40 
and Mexican crude at $1.20 per barrel. 
Inasmuch as the Shipping Board is 
ordering oil installation on a large 
proportion of its ships, the coal men 
feel that the end of the world will 
come mighty near unless Congress 
gives them protection at the rate of 
$1 per barrel, equal to a duty of M4 
per ton on coal. 

This, the committee thinks, is not a 
lowering of the price of coal but a 
restriction on output. It figures that in 
New England during the remainder of 
1919 and the whole of 1920, at least 
3,000,000 tons of bituminous coal will 
be displaced by fuel oil. That means, 
it says, that at least $4,000,000 in wages 
will not be paid to American miners, 
$6,000,000 will not be paid to American 
railroads, and almost as much less car- 
go money to American ships, the com- 
mittee figuring that foreign ships will 
do the carrying from the Mexican to 
the American ports. 


tor 
IO 


Seeking Contracts 

Companies interested in pushing 
Mexican oil, the report avers, have 
solicited contracts up and down the 
Mississippi, to be delivered in _ self- 
propelled barges. Not only have they 
asked for contracts for steam-making, 
but they have actually approached the 
brick, tile and porcelain makers, confi- 
dent that the whole field of ceramic 
products 1s open to them 

“Your committee believes that coal 
producers in all fields should awaken 
to the full possibilities of the danger 
to the coal industry from the unlimited 


and untaxed importation into this 
country ot Mexican fuel oil,” the report 
says “The term Mexican fuel oil 

used not because all oil is not usable 
as fuel, but because the heavy Mexican 
oil is as yet practically of little value 
except tor burning and is the oil best 
suited for that purpose Che menace 
les not only along our coast, where the 

1 can be delivered by tank vessels of 
greater dead-weight capacity than 1 
coal carriers afloat, but also wherever 


this oil can be carried up rivers to 
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ANALYSIS 


We are equipped to 
t+— tell you the exact 
tj quality of the oil you 
are using or contem- 
plate buying. 


iy Don’t work in the 


The Globe Oil ( Ref’g Company 


Refiners of Petroleum 








j dark—a careful anal- GLOBE | QUALITY 
‘ysis now may save PETROLEUM “EQUALS ‘SERVICE 
H i you expense and PRODUCTS | SATISFACTION 


trouble later on. 
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_f} give the exact infor- : 
mation you need. = 
| Ay General Offices and Refinery 
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A COMPLETELY EQUIPPED PLANT 


New and modern appliances in all departments assure 
the production of 


OILS OF SUPREME QUALITY 


From High Grade Pennsylvania Crude ONLY. 
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WET 


In addition to a regular and dependable line of 
GASOLINE—NAPHTHAS—ILLUMINATING OILS 
DEBLOOMED NEUTRALS—VISCOUS NEUTRALS, ETC., we are 
NOW MANUFACTURING 
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ZERO COLD TEST NEUTRALS—BRIGHT STOCKS 
30 CLOUD TEST 300 OIL—ABSORPTION OIL : 

124/6 SEMI-REFINED WAX 
OHIO VALLEY REFINING CO. 
= HIO ALLEY EFINING , : 
: Saint Marys West VIRGINIA = 
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An organization of strength 
and ability to supply your 
needs for the highest grades of 
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inland points. Plans are actually o: 
foot for extensive delivery up the Mis- 
sissippi and contracts are being solic 
ited and self-propelling tank vessels 
have been designed, tho none have as 
yet been constructed, that can reach thy 
Great Lakes via the New York Canal 

The coal men believe the report that 
the Missouri, Kansas & Texas railroad 
company has decided to convert 
engines into oil burners and has made 
a contract for Mexican fuel oil de 
livered at a gulf port, for a period 
ten years at 61 cents per barrel. They 
know, tho the committee did not set 
forth the fact in its report, that fuel « 
has displaced coal at New Orleans for 
bunker purposes to an amount of $1,35 
per day. 

The Railroad Administration, per 
haps unconsciously, is giving the oil 
industry help, too, because, like every 
other government operation, it is stiff 
and unyielding and it has forced the 
Standard of New Jersey to make ar- 
rangements to supply Canada_ with 
Texas oil by water instead of by rail 
When rates were made into Canada, 
there was no Texas oil seeking all-rail 
routes to Canada. Therefore propor- 
tional rates to apply on the movement 
east of St. Louis were limited to « 
originating in Oklahoma, Kansas 
Wyoming. 

Months ago the Standard applied t 
the Railroad Administration to include 
oil from Texas in the list of states to 
which the proportional rates would 


apply. The Railroad Administrati 
said the Canadian lines would 

consent. That was a diplomatic ex 
cuse. The Standard, after waiting f 


months, decided to save the 2 cents per 
100 pounds, involved in the negot 
tions, by arranging for tank steamer 
service. 

\ few days ago, long after 
steamer service was arranged, the R 
road Administration decided to give 
outlet into Canada for the oil from t 
new Texas fields and gleefully notit 


those interested. The concession 1 
of value to non-Standard_ cor 

; ‘ 
panies, but so far as the business 


the Standard is concerned, that is 1 


: P . 
possible That is a sample of wl 
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PRODUCTION SECTION 


Tulsa Bureau 
402 Cosden Building 
H. L. Wood, Mgr. 


Fort Worth Bureau 
518 Texas State Bank Bldg. 
Paul Wagner, Mégr. 





Burkburnett Congestion Losing Part 
Of Its Menace Under Pro-Rating Plan 


P' ISSIBLE production from the northwest extension of the Burk- 
burnett pool is now estimated at 112,000 barrels daily, on the basis 
wells producing and on the top of the sand ready to be drilled in as 
n as storage or other facilities can be provided for handling. After 
five days’ shutdown, pending hearing before the Texas State Railroad 
mmission, with regard to a continuance over a period of 30 days, the 
er has been rescinded and action was in prospect at the beginning 
the week toward the appointing of an umpire to apportion production 
tably, as requested by the purchasing agencies. 


\\ hile congestion admittedly exists, the single purchasing agency 
intaining gathering lines to loading racks for tank car shipments 

had been credited with announcing it would hereafter pay no more 

two dollars a barrel for Burkburnett crude, has disavowed the 
tement. None of the other purchasers have bought crude below the 
sted market price of the trunk pipe lines, which is $2.25 a barrel. 


Pipe Lines See Price Maintained by Pro-Rating. 


While the Texas Railroad Commission’s function stops with the 
nservation of resources, i. e., the prevention of waste in the present 
e, it was brought out at the Austin hearing that the pipe lines con- 
ered the price of crude oil would be better maintained at Burkburnett 
the pro-rating of production rather than by shutting wells down 

yp of the pay until facilities could be constructed to relieve the 
estion. 


he decline of wells in the older development, in and adjacent to 

surkburnett townsite, has brought about a condition wherein the 

ity of the crude, it was testified at the railroad commission hearing, 
rages 36.2 degrees Baume, as compared wih about 40 degrees early 
the life of the field. Crude from the northwest extension is com- 
rable with that from the townsite pool in its flush state. 


Desdemona’s Potential Production 50,000 Barrels. 


When wells on top of the sand in the Desdemona district can be 
led in, it is estimated that the daily production of this division of 
ad Ranger territory will reach roundly 50,000 barrels daily. Since 
roduction is at a depth of approximately 2,700 feet, however, there 
be the same fast drilling up of territory that resulted at Burk- 


Desdemona district being a part of the black lime producing 
distinguished from the sand country of which the Burkburnett 
part will have something to do also with more rapid decline in 
safeguarding against sustained congestion except through 
tant drilling in of new wells. 


nolia Petroleum Company, which has been running all the oil 
he Desdemona district, which includes the more restricted Duke- 
pool slightly to the south of the present big wells, is making 
connections. The Humble Pipe Line Company’s 8-inch pipe 
the Desdemona field to its Comyn tank farm is now expected 
ere having been a delay 
he expected completion about July 10. It will be all of 30 days 
nited Producers pipe line (Curtis & Aikin, J. S. Cosden et al) 

heir line into the pool from [ort 


ing oil before the end of the week, tl 
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Field News 











Staff Specials 
TULSA, July 21.—The Sinclair pipe 
line, Healdton to Ranger, is completed 
and is running oil north to the Chicago 
line. 


TULSA, July 21.—The Derby well, 
Sect. 11-22-4, Marion county, Kansas, 
deepened to 2,575 feet, is good for 1,400 
barrels and marks an important exten- 
sion. The National Refining Com- 
pany’s No. 2 Eyestone, Sect. 8-25-4, 12 
miles northwest of Eldorado, Butler 
county, Kansas, is making 2,600 barrels. 


TULSA, July 21—The Turman Oil 
Company’s No. 9 Sect. 36-15-11, Beggs 
district, Okmulgee county, is making 
1,800 barrels at 2,700 feet. 


FORT WORTH, TEXAS, July 20.— 
When the announced project of double- 
tracking its railroad from Wichita Falls 
thru Burkburnett to Devol, Okla., has 
been completed a distance of 22 miles 
additional facilities will have been pro- 
vided by the M. K. & T. for the mov- 
ing of crude oil from the congested 
area at Burkburnett. No promise is 
made as to the time when this will be 
completed. 


FORT WORTH, TEX., July 20.—A 
showing of oil in the Gamble Oil Com- 
pany test may mark an extension of 
the sand country development around 
the curve in the river beyond the north- 
west extension to the Burkburnett pool 
in Wichita county, Texas. The Gamble 
test is north of the old Electra pool in 
Wichita county and bears about the 
same relation to the curving course of 
the river as did the wells in the Burk- 
burnett townsite, the wells being at 
the foot of the bend to the north and 
west. The Gamble test showing was 
reported at about 1,050 feet. 


LEXINGTON, KY., July 21.—The 
Co-operating Oil & Realty Company has 
been organized in Maysville, Ky., with 
$500,000 capital stock It will develop 
lands in Mason, Lewis and adjacent 
counties, new territory. Officers are 
President, A. K. Mattingly; vice president, 
Fred B. Lewis; secretary-treasurer, B. C. 
Grigsby. Directors: H. C. Sharp, Mays- 
ville; R. D. Wilson, Vanceburg; L. M 
Collis, Orangeburg; B. C. Grigsby, Tolls- 
boro; Oscar C. Mattingly, Maysville; J 
D. Toncray, Tollsboro; Fred B. Lewis, 
Arkansas City, Kansas; Charles Rudder, 
Maysville; Allen D. Cole, Maysville; John 
Trumbo, Ribolt and A. K. Mattingly, New- 
kirk, Oklahoma 
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Wichita Falls Transportation Situation 


Staff Special 
AUSTIN, TEXAS, July 18.—Tank 


car shipments of crude oil and refined 
products out of the Wichita Falls dis 
trict are showing a better average tor 
the first half of July than they did 1 
the month of June, according to J. | 
Darby, of the Western Oil Corporatio! 
which owns production and maintains 
gathering lines for tank car shipments 


in the Burkburnett field 

This fact was brought out at Aust 
where Mr. Darby, who 1s also active 
vice president of the Mid-Continent O1l 
& Gas Association at Tulsa, had gone 
to be present at the hearing before the 
Railroad Commission which resulte 
that body’s rescinding its 5-day shut 
down order as applied to operations 
the northwest extension of the Burk 


burnett pool. 

Figures on tank car shipments, all oi 
which must be handled first by the Mis 
souri, Kansas & Texas Railroad before 
reaching connecting lines, show the 


y 
tollowing: 2,806 cars, carrying 562,809 
barrels of oil, or an average of 93% a 
day handled out of Burkburnett 


April; 3,964 cars, carrying 839,528 bar 
rels of oil, or an average of 128 cars 
handled in May; 2,785 cars, carrying 
552,581 barrels of oil, or an average of 
93 cars a day in June. 

As showing pipe line runs July 3, 
which are fairly representative of week 
ly figures since that time, gathering 
agencies for tank shipments being here 
in classed as pipe lines, the handling 


of oil in the Burkburnett field was dis 
tributed as follows: 

Barrels 
Magnolia Petroleum Company.. 53,451 


Lexas COMMARY. ...k.6s. 97,205 
Burkburnett Refining Company. 1,786 
Western Oil Corporation 26,764 
Panhandle Refining Company.. 36,468 
Liberty Pipeline Company ..... 3,440 
Gulf Pipeline Company 24,927 


Crude Oil Mkt. Company 22,914 
Humble Pipeline Company 45,234 
Anderson & Gustafson ..... 2,697 


Liao 
32,887 
3. HOY 


Southwestern Pet. Co. 
Constantin Refining Company 
Elliott Jones & Company 
eRe 
Southern Oil Corpor: ition 


Arkansas City Pipeline Co. 3,735 
John W. Gilliland .... 8,124 
Evans- Thwing .. a 11,936 
Fuel Used (estimated) 17,500 
Total Tee ee 480,259 
With the exception of the Texas 


Company and the 
Company, 
lines, the only other oil to move out 


Magnolia Petroleum 
both maintaining major pij 


of the field except in tank car ship 
ments is that going thru the Central 
Conduit Company short line taken over 


by the Constantin Refining Company 
and which operates between the Burl 
burnett field and the Cor 
finery at Devol, Okla 

The Gulf Pipeline Comy F ; 
line from Fort Worth to Burkburnett 
will not be completed until th tte 
part of September 


Magnolia’s takings are moving thru 
gathering lines in the northwest exten- 
sion to Electra for tank car loading 
Meantime, the shipments of the Gulf 
are going by rail, which is true also of 
the Humble Pipeline Company, 
latter, so far as known, will not build 
into the district, its most northern line 
being under construction between 
Ranger and the Gulf Coast. 
Week to Week Comparisons 
As showing how increased runs have 
been handled since the first of the year 
in this district, practically 
shipments follow: 
Barrels 
Week Ended Run 
fanuary 6 ...:. 194,512 
january 13 .... ... 207,649 
January 20 228,947 


which 


complete ng 


ires on pipe line 


January 27 249,111 
February 5 294,425 
February 12 291,683 
February 27 . 253,038 
March 6 ray ee i 252,980 
march 19 ...... 261,434 
March 20 ; . 282,947 
March 27. paises 289,843 
Aor 3 «... ba . 293,140 
April 10 .. ver . .-292,936 
April 17 . ae ade .. 304,922 
April 24 333,062 
May |] 356.012 
May 15 . 347,442 
OT a, : ...- 351,001 
CS Sree are ece . 400,484 
(Cae 20a ceOee 
he, ee err 
July 3 . .480,259 


With regard to railroad transporta- 
tion, D. C. Earnest, of Dallas, most of 
whose time is spent at Wichita Falls 
at present in connection with the opera- 
tions of the Burk-Lucas Oil Company, 
took occasion while protesting against 
further shutdown at Burkburnett to re- 
fer to a condition in the Wichita Falls 
district where a form of graft is being 
practiced upon the shipper 

“Car Bootlegger” Active 

Mr. Earnest told of an _ instance 
where a newly arrived operator from 
California got a drilling rig as far as 
Fort Worth. He was anxious to get 
the rig into the field and fill a contract 
that would be paying him four or five 
hundred dollars a day as soon as he 
began operating it. An oil well supply 
man, with whom he was placing an 
order, told the Californian, so Earnest 
said, of a “car bootlegger.” Upon 
hunting up this “bootlegger.” he was 
told if he would pay $125 his car could 
brought in. 

The next day, according to Earnest, 
he “car bootlegger” asked the supply 
nan if the Californian was a friend of 
is He was told “No,” that he 
ust buying a bill of stuff from him 
“Well,” said the “car bootlegger,” 


car slipped thru, but I guess |] 
er charge him anyhow.” 
Ss car “hootlegger who was 
ed by | arnest, was described Ss 
e¢€ l a< ‘ Che re 18 not gt Ss! 
r t T VY mone 1ad re 
, to anv rail ‘ love 


Is Summed Up 


was said that this “car bootlegger’ 
openly boasted of making $2,000 

month at his work, and Earnest de 
clard that this man’s gang, who works 
with him, were reputed to be “doing 
very well” also. 

Federal Manager Williams, of the 
M. K. & T. Railroad, who was present 
at the hearing, arose at this point 
say that he had heard of graft charges 
in the Wichita Falls territory, but that 
it was hard to locate, as the bribe-giver 
was as contemptible as the bribe-tak 
He confirmed that a Department 
Justice operative is at Wichita Falls 
co-operating with railroad investigator 

Defending the M. K. & T. servic: 
in the district, Federal Manager \W 
liams said that the railroad is over 
loaded to the same extent that every 
other industry is overloaded in that 
territory. Last August, when he 
transferred into Oklahoma-Kansas ter 
ritory, he had been making an effort to 
find business for his railroad in that ter 
ritory. That was about the time the 
“discovery” well of the Burkburnet 
townsite pool was drilled in. 

When he returned again to Texas 
territory in March, Federal Manager 
Williams said he found a “double track 
business” on a “shoestring railroad 
his statement applying to that part oi 
the system entering Wichita Falls dis 
trict. 

Nothing Like Burkburnett Before 

Williams cited a statement previous- 
ly made at the hearing by Mr. Darby to 
the effect that there had never been 
anything like the Burkburnett field be 
fore. Williams went further to say that 
the situation was not a question of mo- 
tive power, but of having a “railroad to 
operate on.” 

All sorts of labor trouble in the Wi- 
chita Falls shops had impeded the 
work of the “Katy,” he said, and he 
also referred to a shortage of water in 
the district. Julius Germany, counsel 
for the Panhandle Refining Company, 
asked whether engine crews at Burk 
burnett didn’t have to run back to Wi- 
chita Falls (a distance of 14 miles) for 


+ 


water. Williams said the Katy had 
water station at Burkburnett. 
Williams complained of the water 


service at Wichita Falls having been 
inadequate, saying the railroad was 
building its own sump at the present 
time for a supply. It was stated at the 
recent hearing at Wichita Falls of ship 
pers and railroad officials that it was 
necessary for engine crews to travel 
back to Wichita Falls from Burkbur 
nett to get water, so that the inferenceé 
that may be drawn from Mr. Williams 
statement is that the water station 

Burkburnett has been only recently 

stalled 


Williams said the Katy 
ey 


railroad w 





repa to handle 200 cars a day 

Bi urnett, but that it couldn't get 
them. As to the number of cars that 
suld be |} lled as field production 
reased ec that the number c 

+ P ; 0) rt 
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_ but that after that time facilities 
ild be completed for handling more. 
outlining what tne M. K. & T. 
done toward taking care of ship- 
from the Wichita Falls district, 
liams said that the railroad manage- 
was laying 66 miles of heavy rail 
Gainesville; ballasting; building 
yards and freight houses at Wi- 
Falls; putting in cinder pit tracks; 
viding water supply; building new 


ibed from Wichita Falls to Burk- 
nett and carrying this work on 
ss the river to Frederick, Okla.; 


that five passing tracks were being 
1 dt Burkburnett. 
\fter Williams had said the M. K. & 
ad handled every car of oil pos- 
e, regardless of expense, etc., Julius 
asked about the placing of 
Williams said the railroad 
capacity at Burkburnett 


ermany 
pment. 
placing 
200 cars. 


“We are fortunate,” he added, “if we 
get 45 a day.” 

Then Williams went further to state 
that last month the M. K. & T. had 
collected in demurrage at Burkburnett 
$10,958 on stuff that was not unloaded 
after getting on the track. This state- 
ment referred, however, to incoming 
shipments and had nothing to do with 
outgoing shipments of oil from loading 
racks. 

With reference to tank cars, Williams 
said the largest number ever handled 
out of Burkburnett had been 166, and 
that the average was 93. He said the 
cars were not at the place where they 
can be loaded, and that “they can be 
loaded only by the man who owns them, 
since they are privately owned.” Ap- 
parently he sought to place the blame 
on private ownership of cars instead of 
the railroads operating under the Rail- 
road Administration. 


When Williams made this statement, 
it was plain to be seen that he was still 
nursing the innocuous pooling arrange- 
ment sought to be foisted upon the 
shippers by the M. K. & T. Railroad 
officials and the U. S. Railroad Admin- 
istration at the June meeting in Wi- 
chita Falls, when it was promptly “sat 
down” upon by the shippers. 


At this point, Mr. Germany wanted 
to know from Williams why it was that 
the Panhandle’ Refining Company 
couldn’t get its own cars when they 
were on the M. K. & T. tracks and 
when they wanted them at the Wichita 
Falls plant to load. With dozens of 
cars of the Panhandle at Denison or 
Whitesboro the Panhandle had been 
unable to get them for a week or more 
at times. 

Williams said he wasn’t prepared to 
dispute the statement, but he offered 
no explanation. 


Desdemona Pool Hits 50,000 Barrel Mark 


Partial Relief From Overproduction To 


Come With Line’s Immediate Completion 


Staff Special 
FORT WORTH, July 20. 


[ITH wells on top of the pay in 
the Desdemona district sufficient, 
it is estimated, to swell the flush 


luction of the pool to 50,000 barrels 

the first relief to come from the 
estion of the last ten days will re- 
when the Humble Pipe Line Com- 
y begins running crude thru its 8-inch 
to its Comyn tank farm. This 
w expected to be about July 23, or 
n a day or two thereafter. 


feantime, the Magnolia Petroleum 
pany, which has been running all the 
e taken from the Desdemona dis- 


sometimes called the Duke-Knowles 
l, is making no more pipe line connec 
Its seven 55,000-barrel tanks on 
farm are full to capacity 
it has only one 55,000-barrel tank 
ut of the four at the Riddle farm. 
Magnolia receipts for the month totaled 
0.000 barrels, some of which may have 
handled from Ranger prior to the 
ition becoming acute in the Desde- 
1 district, and 570,000 barrels of crude 
handled thru its 8-inch pipe line to 
Cana. 
said that it will be another month 
United Producers Pipe Line 
tis & Aikin, J. S. Cosden et al) can 
Desdemona district and it 
quire at least three more, it is now 
for the Prairie Pipe Line Compan) 
uild in from Ranger. As _ reported 
week, Warren Wagner of Ranger 
ses a short line from the pool to 
t with tank car loading racks at 


Guthrie 


re the 


nto the 


addition to its two 55,000-barrel 
;, which have 78,790 barrels storage 
n, the Transcontinental Oil Company, 
absorbed the Tex-Penn Oil Com- 
building two additional; as 
announced also, the producing 
irtment of the Magnolia Petroleum 
pany is building five additional 55,000- 
1 tanks, and that is the extent of 
ic1lities, 
roposed pipe line of the Sun Com- 
the Gulf Coast would traverse 


this district, but that is a project to be 
reckoned with a few months hence, 
rather than as a current proposition. 


Beaver Valley Gets Well 

The latest completion in the district is 
that of the Beaver Valley Oil & Re- 
fining Company on the Terry tract, near 
the Desdemona townsite, which is good 
for approximately 2,500 barrels at 2,675 
feet. A second well of J. E. Crosbie on 
the Putty tract is good for 100 barrels 
after drilling to total depth of 2,820 feet. 

There have been few others that it has 
been possible to drill in, so that after a 
number of highly flush wells that turned 
attention to the temporary congestion that 
set in, about ten days’ active development 
has been cut short after reaching the pay 
level. 

However, with the highly flush wells of 
the district cutting their production in 
two within a month’s time, as shown by 
the two Terrell “gushers” of the Mag- 
nolia, it may be expected that if the con- 
gestion is to continue then intensive drill- 
ing must be practiced. In a measure, 
this is being done, drilling sites and acre 
tracts having been obtained in a number 
of instances for development. It is a 
fact, however, that such a condition can 
result to no more than a limited extent 
outside the townsite. 

Another 9,000 Barrels at Ranger 

Latest reports from the well of Balen- 
tine et al on the Pleasant Grove school 
lot, offsetting the Porter Wertz Syndi- 
cate’s Perkins, are to the effect it made 
a maximum of approximately 9,000 bar- 
rels. That was also the estimated maxi- 
mum production of the Perkins, which is 


now doing roundly 6,000 barrels. These 
wells are between the towns of Ranger 
and Eastland and almost directly west 
of the northernmost of the two Texas 


Company wells on the Boyd, about two 
miles 

North of Eastland, the test of Ardiz- 
zone et al of Tulsa on the Kincaide tract 
is making 5,000,000 cubic feet of gas at 
1.750 feet. The test is three miles north 
of Eastland and in the general direction 


of the Hueco-Ranger Oil Company’s shal- 
low well along the FEastland-Stephens 
county line, which opened up a prospec- 
tive shallow pool, this latter well now 
making 800 barrels as against the 1,300 
barrels with which it was first credited. 

A quarter of a mile north of Olden 
Switch, Westheimer et al picked up shal- 
low production in No. 2 Hamilton at 
2,574 feet, the hole filling up with oil 
and the well making two flows estimated 
at 100 barrels. 

Shallow production in the _ 1,335-1,360 
foot stratum was developed a short dis- 
tance southeast of Olden as long ago as 
last August by Crosbie & Davis on the 
J. E. Crosbie fee land and later on near- 
by acreage by the Magnolia Petroleum 
Company. 

Coody Responds to Shot 

In Stephens county, the Sinclair Gulf 
Oil Company’s No. 2 Coody is making 
240 barrels daily thru a bridge 70 feet 
off bottom after a 200-quart shot at 
3,262-3,350 feet. The Coody tract ad- 


joins the W. E. Carey land, on which 
the Mid-Kansas Oil & Gas Company 
drilled the biggest well in Stephens 


county. 

No. 2 Brown of the Magnolia, a mile 
scutheast of Breckinridge, has been drilled 
to the top of the sand and casing is be- 
ing re-set. Its completion as a producin ; 
well would extend the 3reckinridge 
( Parks) pool slightly. 

Figures based on actual gauges of 
Ranger pool crude run thru pipe lines 
or to field storage in the six months 
ended June 30, are now available. 
These figures show that from 229 wells 
actually producing at the end of June in 
the Ranger pool proper (Eastland county) 
a daily per well average was being given 
up of 312.08 barrels of crude oil daily. 
These figures compare with daily per well 
averages, June 1, of 275.78 barrels from 
210 wells, and July 15 of 294.26 barrels 
from 230 wells. 

Since the month of June saw 17 com- 
pletions in the Ranger pool proper, total- 
ing initial maximum production of 14,885 
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barrels. and the number producing at 
the end of the month was one less than 
the number producing at the beginning 
of the month, it is apparent that four 
wells went into the “off production 
column in the 30-day period. When this 
is taken into consideration another phase 
is injected into the gain from 294.26 
barrels to 312.08 barrels, daily per well 
average in the last two weeks of the 
month. 

It will be understood, in referring t 
the appended table, that new wells ar« 
constantly being injected into the figures 
in the two-week periods that cover the 
computation given for the last six 
months. Whenever a well got s “off pro 
duction” it no longer figures in subs¢ 
quent figures for bi-weekly periods, nor 
is it possible to trace decline curves on 


individual wells or sets of wells from 
such a table for the reason that fresl 
tantly injected 


completions are being consta! 
into the tabulation. 


Table for Six Months 


The record of Eastland county wells 

for the six months’ period follows: 
Daily Av 
No Prod. Daily P: 

Period Wells in Bbls. Well A 
Eee are 92 49,525 538.31 
fan. 15-31...... 305 46.762 445.39 
RED, TED. 500 112 51.443 459.31 
Feb, 15-28..... 129 62.491 484.42 
March 1-15.... 134 56.260 419.8 
March 15-31... 145 60.798 419.29 
Ae F159... 5% 104 58.795 340.21 
April 15-30..... 182 61.103 $55.73 
May 1-15...... 202 98.250 83.41 
May -¥5-31 ...40.+ 210 57.915 275.78 
June 1-15.. 230 67.081 294.21 
lune 15-30..... 229 70.610 312.08 


Stephens County Figures 
Similarly treated figures tor Stephens 


] 


county, the latter. however, eing ased 
instead of semi-monthly 


upon monthly 
computations, show the following: 
Daily Per Well 
No. of Prod. Ay 
Month Wells in Bbls. in Bbls. 
January 30 11.135 371 
February .. 38 11.350 298 
March ..... 45 16.400 364 
AMPH ns. 00 53 21.890 413 
MAY 6x dacs 71 20.903 294 
SP > coat 88 33.380 378 


In Desdemona District 


Desdemona district. 


As regards the 
centering near the Comanche, Eastland 
and Erath county lines, this production 
has been swelled to more than 40,000 bar 
rels daily production by “gusher” com 
pletions since the first of July, but for 
the six months’ period the following 
record is shown by months 


Daily Per Well 
No. of Prod Av. 
Month Wells in Bbls. in Bbls 

January ... 6 4050 675 
February 7 4550 650 
Maren ..... 8 5350 650 
POE scsecss 18 10.450 580 
jm SY iu.. 38 $1.13] 61] 


*Current daily, including flush, produc 


tion as of July 5, 1919. 
Desdemona Field Operations 

In the Desdemona district, the Trans 
continental Oil Company, which absorbed 
the Tex-Pen and other Benedum-Trees 
properties, includes among current com 
pletions a small well on the Mary Lewis 
tract, where No. 1 was shot with 20 
quarts in sand from 2,630-2,685 feet. No. 
3 failed to respond to a shot of 40 quarts 
at 2,625-2,638 feet and has been drilled to 
total depth of 2,940 feet 


Gulf Production Company was moving 
boiler back early in the week to drill in 
the second test on the Prater-Grice tract, 
where its No. 1 made a maximum of 
about 1,800 barrels. The Humble Oil & 
Refining Company's Ellison, which has 
been shut down for storage at 2,648 feet, 


is rated a 2,000-barrel well. On _ the 


Moorehead tract, the R. S. & M. well, 
that has been shut down for pipe line 
connections at 2,707 feet, is estimated 


good for 1,000 barrels. 

Southwest Oil Company has a well on 
the J. T. Madding tract, shut down for 
tankage at 2,675 feet. The Comanche 
Home Oil Company’s No. 1 A. C. Brown 
is standing with fluid in the hole at 
2,910-2,912 feet, and the Erath Duke Oil 
Company’s No. 1 B. M. Keith is cleaning 
out after a shot of 220 quarts at 2,990 
feet. Before the shot there was a rain- 
bow showing of oil at 2,995-3,100 feet 
and 500,000 cubic feet of gas. 

In Stephens county, where there are 
now 165 tests actually drilling, the Gult 
Production Company’s No. 3 G. R. Davis, 
which a week ago was making 2,600 bar 
rels, is down to 1,100 barrels daily. The 


Gulf’s No. 1 J. F. Dulaney is a 175 
barrel well at 3,311 feet. Texas Com 
pany’s No. 2 J. C. Curry, which had 


maximum production of 650 barrels, 1s 
now making 435 barrels daily. 

Lone Star Gas Company’s No. 2 J. T. 
Heatley is showing oil and gas at 3,160 
feet. No. 1, which had been making 40 
barrels at 3,165-3,260 feet, is reported to 
have increased its production to 1,200 
barrels after a shot. 

Operations at Ranger 

In Eastland county, where there are 
119 tests actually drilling, but several hun 
dred locations made, a number of wells 
are recorded as final completions. The 
most of these have been previously re 
ported in their final stages, for estimated 
initial production that conforms to ap 
proximately the figures here given: 

Texas Pacific Coal & Oil Company, 
No. 4 J. E. Butler, 60 barrels at 3,410 
3,435 feet; No. 5 J. E. Butler, 3,000 bar 
rels at 3,430-3,445 feet; No. 5 McCleskey 
heirs, 500 barrels at 3,436-3,472 feet 

Prairie Oil & Gas Company, No. 2 J. 
R. Woods, 7,000,000 cubic feet of gas and 
spraying oil at 3,420-3,400 feet; No. 12 
Emma Terrell, 200 barrels at 3,440-3,462 
feet. 

The Guggenheimer et al well No. 1 on 
the W. T. Barker, taken over from the 
Gates Oil Company, is drilling at 3,540 
feet after a showing of 50 barrels daily 
by heads, at 3,540 feet. 

Gulf Production Company’s No. 5 
State-Collett is a 500-barrel well at 3,424 


3,470 feet, and No. 3 Rowland is a 25 
barrel well at 3,310-3,335 feet. 
Eclipse Oil Company (James K. Craw 


ford, W. E. Lockhart et al), drilling on 
the Cotton tract in the southwestern part 
of the sand area and beyond the 
Texas Pacific’s Norwood “gusher,” got a 
well rated at 4,000 barrels on the Cotton 
tract. This is near the R. O. Harvey 
well on the Cotton, rated good for 4,000 
barrels initial, and the similar sized well 
of the Gulf Production Company on the 
Parton, all reported in the previous issue 
of the NATIONAL PETROLEUM 
NEWS. 

On the J. T. Rust tract, the Sun Com 
pany’s No. 4, which adjoins the B. L 
Danley acreage of the Sinclair Gulf Oil 
Company, and which was 
3,425-3,439 feet, is still doing 
rels. 

The Hueco-Ranger Oil Company’s shal- 
low well on the Hollerman tract, north- 


loose 


completed at 
1.800 bar- 


east of the town of Eastland along the 
Eastland-Stephens county line, and which 
opened up a prospective shallow pool 
northwest of deep pay production, is noy 
rated good for 800 barrels. It had 
estimated maximum of 1,300 barrels a: 
1,884-1,895 feet. The Hollerman 10 acre: 
on which the well was drilled offsets 
Davis tract of the Sinclair Gulf. 

Texas Company also has a showing 
gas in the shallow stratum in its Exal! 
test. It got 3,500,000 cubic feet of gas at 
1,655 feet in its L. A. Hightower test 

North of the Ballentine et al, Albers 
Oil Company, Perter-Wertz Syndicate’s 
Perkins well, and other tests in the gen- 
eral vicinity of the Pleasant Groys 
Church, between Ranger and Eastland 
the Great Southern test on the Baum- 
gartner has 200 feet of oil in the 
after a showing of 500,000 cubic feet ot 
gas at 3,474 feet. 


Other Ranger tests completed in 
the Prairie Oil & Gas Company’s No. |] 
J. T. Roper, making 40 barrels at 3.471 
the test being drilled to total depth 
3,580 feet. This test is offset by th 
Prairie’s No. 3 E. Roper, a completion of 
the current week, making maximum initia] 
production at the rate of 4,000 barrel 
daily from 3,435 feet. Tex Rickard Oj 
Company’s No. 1 DeMoss is showing 
at 3,240 feet, and the Texas Compa 
L. A. Hightower, 15,000,000 cubic feet 


¢ ri 29 c 
£as at 3,200 teet 


Old Dominion Plans 
Purchase Of Company 


By Special Correspondent 
LEXINGTON, KY., July 21.—Dire 
tors of the Great Lakes Petroleun 
Company have accepted an offer from 
the Old Dominion Oil Company, bot 
of Louisville, looking to the purchase 
of Great Lakes by Old Dominion. It 
will not be necessary for the Old D 
minion stockholders to ratify the action 
of the officials of the company. The 
officers have the right to purchase an 
oil company the same as they have to 
buy leases or equipment as long as no 
increase in Capitalization is necessary 
it was stated by President Balthis. 

the Old Dominion Company. 


The capitalization of Old Dominion 
since it has been consolidated with the 
Sinking Springs and Belle Point Com- 
pany is $2,000,000, of which about $1.- 
600,000 is outstanding. Great Lakes is 


capitalized at $500,000, with about 
$400,000 outstanding. However. the 
basis upon which the stock will be 


transferred will not be equal, it is ur 
derstood. 


TULSA, July 19—The Conservative 
Oil & Gas Company has been organized 
by Minneapolis and Eldorado, Kansas, 
people, with $2,000,000 capital, to operate 
in Butler county and in Texas, taking over 
all the J. C. Engleman, Jr., holdings, with 
several producing wells in Sect. 24-25-6, 
near the Sluss pool. Operating head- 
quarters will be maintained at Eldorad 
with L. P. Sandlach, vice president, as 
general manager. 

PITTSBURGH, July 21.—The Re- 
serve Gas Company is installing a gaso- 
line 


plant near Camden, Freemans 
Creek district, Lewis county, W. Va. 
Gas trom the wells in that section is 


rich in gasoline centent 
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Principal Producing Fields In Regular 
Weekly Review 


By H.L.Wood 


more than 60 per cent of the crude petroleum of the United States 


B pines the trade week the Mid-Continent region—which produces 


has at least maintained its production, with so much of the output as 
not moved from the wells as a tangible addition that may be counted 
pon to offset any decline of producing wells. 
Ninety days pass quickly in oil fields, and by that time the con- 
eested districts of Burkburnett and the Duke pool in North-Central 


Texas will be marketing all their potential production. 


Oklahoma and 


Kansas show four very active districts where wells above the average 


( 
ce of continuing expansion. 
Osage Reservation 
[hat part of the Osage reservation 
re drilling is most active is in the 
part, from near the Kansas state 
on the north down to Hominy on 
south—townships 21, 22, 23, 24, 25, 
27 and 28, about forty miles north 
south, from Blackland as the north- 
point, thru. Pawhuska, Nelagony, 
na and Hominy; east and west 
7, 8. 9 and 10 are included, or an 
ular area about fifteen miles wide. 


Wells showing an initial production 
ging from 400 to 2,000 barrels are 
orted from the different pools, the 


rtlesville sand being the main forma- 
. with an upper formation called the 
veland sand in the south and the 
wego lime in the central portion; 
ge the Kansas line the Peru sand 1s 
ied: depths range from 1,500 to 2,600 
depth in the north end 


1 


the latter 
ng lime. 

n the central part of the reservation, 
nd Nelagony and Wynona, drilling is 
and 100 to 400-barrel wells 

A representative producer 

for the Barnsdall-Echo- 
vonian interests, northeast corner of 

northwest quarter of Sect. 36-25-11, 
ch had an initial production of 300 

irrels in 36 hours. The Collins brothers, 
ho Oil Company, are doing the drilling 
| also work out their own geology 
ross between creekology and hillology, 
ch is very dependable. 

Sect. 30-27-8, the Middle States Pe- 
leum Company has only a 15-barrel 
ll in the lime at 2,550-2,560 feet. In 
t. 14-24-9, near Nelagony, Foster & 

Norwood have a 400-barrel natural pro- 
icer at 2,110-2,170 feet. 

In the center of the southeast quarter 
the southeast quarter of Sect. 36-27-5 
Kay County Gas Company has a gas 

ell that gauged 12,500,000 feet at 1,770- 

786 feet, six miles east of the Arkansas 

which is the west boundary there 
the Osage reservation, Kay county be- 

ng west of the river. The Kay com- 
has 356,000 acres under lease for 
in that part of the reservation and 
actively testing it out. 
Okmulgee County 

\ late good well in the Beggs district 
Okmulgee county is No. 1 for the 
mo Oil Company on the Adams land, 

uthwest corner of the southeast quar- 

of Sect. 31-15-12, which made 960 

arrels at 2,260 feet in 30 feet of sand 

t drilled thru. Colvin, Bright & Com- 


active 
common 
the first test 


occasionally reported—500 to 2,000 barrels—and reasonable assur- 


pany got a 900-barrel well at 2,210 feet, 
northeast quarter of Sect. 6-14-12. In 
the Henryetta’ district, southwestern 
Okmulgee county, Huling, Evans & Com- 


pany have a well that settled to 250 
barrels at 1,170 feet. 
The Beggs territory is being actively 


prospected by drilling on every 40-acre 
tract in several townships, because it is 
spotted and producing sands at levels of 
small area and irregular depths must be 
searched for carefully. They are now 
calling the deeper producing levels in 
that district Mississippi lime horizon. It 
is quite generally true in Oklahoma that 
in rough and very broken sections the 
Mississippi lime is as correspondingly up 
and down as the surface levels are. Any 
sand that has been deposited in the irreg- 
ular crevasses and depressions of the 
upper members of the Mississippi struc- 
ture—Pitkin lime probably—is said to be 
the lime proper. That is probably an 
erroneous notion, as the Mississippi lime, 
or any other structure, merely acts as a 
base for sands or other formations wash- 


ed in subsequently to the erosion that 
left uneven surfaces on the _ structure 
proper. 


Kay County 

Perhaps the most interesting develop- 
ment in Oklahoma is the deep wells of 
the Marland Refining Company, in Sect. 
8-25-2e, along the Arkansas river, two 
miles southeast of Ponca City. During 
the week its G. H. Brett No. 6 was 
deepened slightly and a liner run, at 
3,870 feet, when it began flowing 2,100 
barrels. It began flowing 300 barrels a 
day on June 20, increased to 800 barrels 
July 1 when drilled ten feet deeper, and 
on July 16, when properly cased, as stated. 
No. 9, Mollie Miller, in the same section 
and sand, is flowing 300 barrels at six 
months, a little deeper, and J. D. Brett 
No. 5 is flowing 800 barrels. This deep 
sand has been productive along a streak 
a mile long and a quarter wide. 

Jeing close to the river channel some 
structural condition doubtless deposited 
sand at a greater depth than surround- 
ing formations, as in the Mervine pool 
ten miles northeast, also near the river, 
where the Carter Oil Company last year 
got a well making better than 3,000 bar- 
rels but not as deep as the Marland wells. 
The Carter Oil Company is now about 
ready to abandon a test in the Mervine 
pool at below 4,300 feet. In the Blackwell 
pool, out on the bald prairie some miles 
northwest of Ponca City, deep produc- 


tion is found between 3,400 and 3,500 
feet. Kay county furnishes the deepest 
roduction in Oklahoma, its nearest com- 
petitor for depth being the Ranger- 
Caddo territory in Texas and the Big 
Muddy and Lance Creek fields in 
Wyoming. When oil gets that deep 
geologists have to wear deep sea diving 
costume, 


Creek County 


Part of the original Glenn pool and 
the Cushing field, in Creek county, are 
adding nothing in volume to production, 
but with some drilling their average holds 
steady. In southwestern Creek county, 
around Brstow and southeast, new pro- 
duction is being developed, especially in 
township 15, ranges 9, 10 and 11. Frank 
Selby, of the Selby Oil & Gas Company, 
drilled a test near Kelleyville to 2,930 
feet seven years ago, working out from 
the Glenn pool. He found plenty of sand 
and normal formations dipping west 
regularly, but in that location full of 
water. Recently his company, following 
that lead, has completed five wells that 
make 700 barrels and have three drilling, 
in Sects. 3, 10, 11-15-10. Russell & Skelly, 
six or seven years ago, drilled three smal 
pumpers in Sect. 15-15-10, holding the 
leases. They are now doing some work 
there, his latest completion, in Sect. 11- 
15-11, making 350 barrels. The Oklahoma 
Syndicate, in 11-15-11, has three good 
wells. To the southeast, in Sects. 19 and 
30-15-11, H. F. Wilcox has three good 
wells. South and southeast of Bristow, 
in townships 15 and 16, ranges 8 and 9, 
a number of wells are drilling in likely 
territory. These pools are likely to con- 
nect, or nearly so, with the Beggs de- 
velopment, that is working northeast. 

The Atlantic Petroleum Company's 
latest completion, No. 5 Wishard, Sect. 
12-22-4w, Garber field, made 500 barrels, 
a location north of the Sinclair 1,500- 
barrel well, in sand at 1,525 feet. 


Southwestern Oklahoma 


There were no completions above the 
ordinary during the week in the Walter 
district in Cotton county, in the Duncan- 
Comanche district of Stephens county or 
other southwestern Oklahoma territory, 
and a number of dry holes were reported. 
In the Cement field in southeastern Caddo 
county the Fortuna Oil Company’s Catlin 
test in Sect. 35-6n-10w is drilling at 3,450 
feet. A good oil showing at the regular 
depth of 2,300 feet went into salt water 
and the hole is going down for results. 
In Tillman county, north of the Burk- 
burnett field, something like forty rigs 
are up and a number are drilling, several 
shut down at suspicious depths. 


In Washington, Nowata, Rogers and 
Muskogee counties, where the old, settled 
production of Oklahoma is located, a 
certain amount of drilling goes on, but 
it is only occasionally that a little new 
acreage develops production. At Foyil, 
halfway between Claremore and Chelsea, 
in Rogers county, several good wells for 
shallow territory have recently been com- 
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pleted, one of them reported making 
barrels after a shot. 

Considerable drilling is done in Butler 
county, particularly in the Eldorado dis 
trict in the north end, where many wells 
have an initial production of 100 barrels, 
a few better, some less, that just about 
hold production steady, as there are now 
no gushers to suddenly decline and cause 
a noticeable slump. 

In the northwestern part of Greenwood 
county there is a show for a new pool. 
In the center of Sect. 16-23-9 the Empire 
Gas & Fuel Company has a showing fot 
a well in its test on the Teter farm, in 
the breaks at the head of Fall river 
the flint hills country. At 2,530 feet a 
showing of oil was had and at 30 feet 
in the hole filled up with oil about 1,000 
feet, which would mean about 40 barrels 
In running in a squib shot it dropped 
went off and damaged the casing; when 
straightened up it is thought it will make 
a profitable producer. This location 1s 
two miles north of the Atlas well on th 
Landergin ranch, Sect. 28-23-9, a small 
pumper, and some miles from other pro 
duction. In that part of Kansas, where 
the lime outcrops are numerous and many 
breaks, production follows the creeks 
ravines and hollows, forming small pools 
and at times very narrow and irregular 
fields, the flint hills being watersheds and 
not oil-bearing structure. 

In Sect. 10-26-4, right at the town of 
Towanda, the Penn-Kansas Oil Company, 
a Pittsburgh, Pa., company, swabbed 
about 225 barrels, sand at 2,400 feet 
This location is west of the main field 

Marion County 

Nothing of importance developed dur 
ing the week in the extension of the 
Butler county field north into Marion 
county, except that the Watchorn well 
on the Jolliffe farm in Sect. 4-22-4, some 
distance north of production, was rigged 
for pumping. The well is reported to 
have made 800 barrels the first 24 hours 
pumping and flowing. Many locations 
have been made and tests started for some 
miles in the southwestern corner of 
Marion county. 

A Reported Purchase 

It is reported in Eldorado that the 
Marland Refining Company of Ponca 
City, Okla., is closing a deal for the 
Elbing Oil Company production and 
acreage in the northwestern corner of 
Butler county and wili actively drill it. 

In the last three months the produc 
tion of the Oklahoma-Kansas fields has 
increased approximately 10,000 barrels a 
day, as near as may be arrived at. 
Kansas for a time was declining steadily, 
but fairly active drilling in Butler county 
is now holdng it steady. In Oklahoma 
the Osage reservaton, Okmulgee and 
southern Creek counties and southwestern 
Oklahoma have been steadily adding to 
the total, so gradually that few people 
realize it. 

The combined daily production of the 
two states is now approximately 300,000 
Oklahoma contributing 215,000 barrels 
and Kansas 85,000 barrels 

Wyoming and Western Territory 

Southern and eastern Wyoming now 
constitute the active territory in the 
Rocky Mountain region, with production 
only slightly increased. That state, owing 
to leasing conditions, will not furnish any 
bulges or booms, but is a dependable 
field within its limitations. Approximate 


ly 40,000 barrels daily goes thru refineries 
Kentucky and Eastern Fields 
Kentucky, while the most 
east of the Mississippi river, has pra 
tically reached its maximum with 30,000 


active area 


barrels daily, with only a relatively small 
part of the state productive. Inexpen- 
sive drilling encourages much wildcatting 
Pennsylvania, West Virginia and Eastern 
Ohio report steady drilling and slight in 
creases in production, which is partic 
ularly encouraging for territory that has 
been drilled over for sixty years. 
Production and Consumption 

Government's official monthly reports 
covering 98 per cent of all operations 
show a very satisfactory production that 
meets every consuming demand, including 
exports, with slight additions to stocks 
in localities. Daily production in the 
United States is 965,000 barrels, buttressed 
by imports from Mexico of approximately 
200,000 barrels daily. Production and 
consumption are practically equal, insur 
ing normal trade conditions 


2,200 Barrel Well 
In West Virginia Field 


By Special Correspondent 
PITTSBURGH, PA., July 21. 
Shooting of recent gushers and the bring 
ing in of a few fair producers character 
ized an active week in the Eastern fields. 
At the opening of the week the Weir sand 
pool in Big Sandy district, Kanawha 
county, W. Va., is showing 2,200 barrels 
daily production from recent wells, mak- 
ing it the most important strike of the 
year. The three latest wells in the Big 
Sandy district show an east and west 
extension of the Weir sand development 
\ great volume of new work is under 
way there, but no test wells are due for a 

few days. 

Operators in the Big Sandy pool are 
shooting both old and new wells. When 
drilled in the wells have a high initial 
production, several times running over 
1,000 barrels, but the wells decline rapid 
ly and are then given a shot. The glycerine 
thus far has been most effective, as these 
results attest: The South Penn Oil Com- 
pany’s No. 3 on the Green farm had its 
flow raised from 200 to 550 barrels a 
day; E. N. Gillespie & Co., Nos. 1 to 7 
inclusive, a total of 690 barrels; United 
Fuel Gas Company, No. 1, Jane Bird, 
412 barrels, and No. 1, Babb farm, 200 
barrels, and the Ohio Fuel Oil Company 
Nos. 1 and 2, Smith farm, 300 and 500 
barrels. 

Completions of the week include the 
following: Pittsburgh & West Virginia 
Gas Company No. 3 on the Boyer farm 
in Troy district, Gilmer county, 25 bar 
rels; Vesper Oil & Gas Company, 35, 
barrel producer in the Gordon sand on 
the Helmick-Myers farm in Union dis 
trict, Harrison county; Philadelphia Com 
pany, 90 barrels on the Bowyer farm in 
DeKalb district, Gilmer county; Phila- 
delphia Company, 50 barrels on the Cam 
den farm, DeKalb district; South Penn 
Oil Company, 10 barrels at No. 3 on the 
Green farm in Cove district; Doddridge 
county; Berkley Oil Company, 20 barrels 
at No. 3 on the McCoy farm in Lincoln 
district, Tyler county; Waite Farm Oil 
Company, 25 barrels in the Maxon sand 
on the Waite farm, McKim district, Pleas 
ants county; Dintsmoor & Company, 5 
barrels in the Cow Run sand, Pleasants 
county; Hope Natural Gas Company, 4 
barrels, after it received a shot, at N« 
m the Stephens farm in Clay district, Mo 
nongalia county, and Stealey & Collins, 10 
barrels in the Maxon sand test on the 
Jones lot in Clay district. M. F. Crow! 
& Company, got a_ 1,000,000 


1 
i 


gasser in the Berea grit in Sheridan d 
trict, Calhoun county. 

After a long lapse of successful cor 
pletions, the deep sand territory in O} 
shows a fair well in the Preston Oil ( 
pany’s good producer on the H. B. and 
Longstreth farm. It is this company’s N 
14 on the farm, located in the southw 
quarter of Sect. 24, Starr township, Ho 
ing county. It is located 700 feet n 
of No. 3 and placed 170 barrels to 
credit the first 24 hours after being drill 


thru the Clinton sand and shot. The t 
depth of the well is 3,089 feet, 
In the Tabor pool, Union towns! 


Carroll county, the Ohio Cities Gas Com 
pany has completed No. 4 on the J. M 
Boyd farm. It is showing for a 10-barrel 
pumper in the Berea grit. In Sect 
Monroe township, Harrison county, Fra 
Quinn has completed a second test on 
\daline J. Harshey farm. It is showing 
for a very light pumper in the Berea grit 


Prairie Company’s Pipe 
Line Nears Completion 


TULSA, July 19.—All the pipe ott 
combination 8 and 12-inch line t 
Prairie Pipe Line Company has under 
construction from Ranger, Texas, 
Drumright, Okla., has been laid except 
about 100 joints between Bowie 
Red river in Texas. The pipe for this 
gap has been standing at Denison 12 
days, the railroad people apparentl 
unable to move it out [It will take 
about 10 days after its delivery to make 
the connection, when the line will b: 
ready for operation clear thru, to 60,0/ 
barrels a day. 


Two of the south-end pump-stations 
are completed for 80,000 barrels 
material for the others is being 
stalled for similar capacity. August 
should see oil moving clear thru, nearly 
300 miles. 


There is being pumped thru the new 
line and the single 8-inch to Bowie 
40,000 barrels a day. From Bowie the 
8-inch takes 21,000 barrels to Drum 
right and the leased Magnolia line han 
dles about 18,000 barrels a day. 

The Prairie Pipe Line Company is 
laying seven miles of 4-inch line from 
its Gorman station anw tanks to the 
Duke pool as a temporary makeshift to 
relieve the congestion there. Fron 
Gorman the oil is pumped to Ranger 
19 miles, and tanked. As soon as 8-incl 
pipe can be delivered a straight line 
from Ranger to Desdemona, 18 miles 
will be laid. 

The recently published statement 
that the Prairie Pipe Line Company 
had tendered a 1,000,000-barrel commo: 
carrier shipment of crude, at Cushing 
Okla., to the Yarhola Pipe Line Con 
pany (Roxana Petroleum Company 
for transportation to Wood River, II 
just north of St. Louis, is not a nev 
arrangement The arrangement was 
made last November as a war service 
movement, but only several hundred 
thousand barrels were moved at th 
time. There was room in the Yarhola 
10-inch line and not enough roon 
the Prairie lines at that time. 

The Empire Pipe Line Company 
serving refineries besides its own in the 
Okmulgee district with crude run thr 
its line as common carrier tenders 
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Mexican Exports Break All Previous 
Records In June By 128,620 Barrels 


By Special Correspondent 
TAMPICO, July 12.—Very little 
irk is being done in the Mexican 
ids at present, due, in part, to the 
ivy rains that have been falling for 
veral weeks and that make the roads 
, the lower country camps impassable 

freighting in supplies. Most of 
e companies have suspended all work 
the time being, and only a few 
strings of tools are running. 
[here was one completion this week 
vith fair production; that of the Corona 
ympany in the Panuco pool. Their 
well, Salvasuche No. 4, was completed 
depth of 2,125 feet, with a daily 
roduction of 2,500 barrels. 
Santa Fe No. 4, of the Cia. Mexicana 
e Combustables, S. A., was also com- 


pleted, but they got only 150 barrels a 


iy production at 2,555 feet, which is 
nsidered a failure. 
Other wells on which work is being 
yne at present are the La Palma No. 
the Kern-Mex Oilfields, S. A., in 
e Caracol district, that is getting 
eady to resume drilling after a tem- 
rary shut-down. 
San Miguel No. 1, on lot 100, Amat- 
in, is shut down and will not resume 
rilling until the cellar is finished. The 
ird rains are hampering the work here, 
nd slow progress is being made. 
San Jose No. 6, of the Corona com- 
ny, is shut down at 3,304 feet and 
waiting instructions. No doubt it will 
abandoned. 
Comales No. 1, belonging to the 
land Oil & Transport Corporation, is 
till fishing. 
Potrero No. 7, of the Mexican Eagle 
etroleum Company, is re-running 8- 
h casing. The well is now down 
15 feet. 
lepetate No. 2, on lot 11, of the same 
yMpany, is running a string of 6-inch 
ising. The depth of the hole is 1,860 
et and the formation loose shale. 
The Mexican Refining & Producing 
ympany’s test on No. 19, Isleta, in the 
‘anuco pool, continues shut down to 
repair boiler. 
La Republica No. 2, in the Perez dis- 
rict, is shut down temporarily at 2,120 


eet. The hole is full of oil and the 
well looks promising. 
No. 1 well, of the East Coast Oil 
ympany, is being cleaned out prepara- 


ry to going deeper at 1,850 feet and 
rying for more production. 
Kern-Mex Oilfields, S. A., are drilling 
2,307 feet in limestone with oil in the 
le and a chance to get production. 
Well No. 1, Espino, of the Capital 
etroleum Company, is cleaning hole. 
Los Naranjos No. 8, on lot 260, of 
e Mexican Eagle Fetroleum Com- 
! is waiting for cement to set on 
casing. Depth of hole is 2,037 


+ 


Los Naranjos No. 9, of the same com- 
t is rigging up. 
Noranjos No. 10, on lot 112, of 
same company, is waiting for ce- 
nt to set. 
rez No. 1, on lot 161, 
t, iS rigging up. 
Geronimo No. 1, of the 
pany, 


Chinampa 
> Same 
1s waiting tor cement to set. 
‘one of the large companies is doing 
thing of any importance at present, 


except the Agwi companies. These 
companies, that recently acquired a 
trolling interert in the Tepetate Oil 
Company, are going ahead rapidly with 
its plans for putting in a big oil prop- 
osition in the lower country. Thru the 
Tepetate purchase they start with a 
daily production of more than 250,000 
barrels of oil. Forty thousand barrels 
of this amount cames from the Chicon- 
cillo well; 100,000 barrels from the 
Amatlan No. 1 well, while the new well 
that was brought in a short time ago 
is judged to be one of the very largest 
wells in Mexico, with a daily capacity 


of anywhere from 200,000 and up. The 
well has never been measured, but it 
has developed a pressure of 1,100 


pounds, and all oil men here agree that 
it is one of the biggest. 


Agwi Companies Busy 


The Agwi companies plan to con- 
struct two 10-inch pipe lines and will 
start laying them as soon as the rainy 
season moderates so as to permit work. 
One of these lines will be from Tepe- 
tate and the other from the Naranjos 
pool, meeting at San Sebastian and con- 
tinuing on as a single 10-inch line to 
the gulf where a terminal will be erect- 
ed. The sea loading station will in- 
clude two sea-loading berths, each with 
two 10-inch lines, with a capacity of 
5,000 barrels an hour for each berth. 

The companies have various o‘her 
plans in project, including a 36-inch 
gauge railroad from Soledad to Tepe- 
tate, but these will not be put thru until 
after the pipe lines and stations now 
authorized are completed. 


Oil exports from the three Mexican 
shipping ports of Tampico, Tuxpam 
and Port Lobos passed the 7,000,000 
barrel a month mark during the month 
of June, the greatest amount by 128,- 
620.37 barrels ever shipped from Mex- 
ico. The May shipments were the pre- 
vious high mark with 6,897,962.38 bar- 
rels. Following are the details of ex- 
ports by companies: 


Mexican Eagle Pet. Co.....1,088,385.00 
Standard Oil Co. .......s.. 1,086, 173.87 
Huasteca Petroleum Co... .1,048,024.04 
Penn Mex Fuel Co......... 928,045.33 
a Se a i ener 651,578.00 
Texas Co. of Mexico .. 546,065.46 
Island Oil & Trans. Corp... 375,456.31 
Mexican Gulf Oil Co....... 366,548.33 


Freeport & Mexican Fuel 

Oil Co. renee 354,222.21 
East Coast Oil Co 312,602.87 
Pierce Navigation Co...... 94,758.00 
Dermmal UGion .i...ccvecs. 61,414.00 
Tal Vez ee Sere 58,926.00 
National Petroleum Co..... 31,776.00 
New England Fuel Oil Co.. 22,567.33 

Total ..7,026,542.75 

C. W. Hamilton, general agent for 


the Mexican Gulf Oil Company, left 
this week for a two months’ vacation in 
the States. 


G. H. Speary, a prominent official of 
the Texas Company, with headquarters 
in Houston, Teas, is visiting C. A. 
Miller, vice president and general man- 
ager of the Texas Company of Mexico. 





North Texas Personals 








Jack Robinson having retired from the 
partnership existing between him and H. 
I. Grimes in the leasing business, with 
headquarters at Fort Worth, the office 
in the First National Bank building is 
being carried on under the name ot 
Grimes Brothers. Robinson and Grimes 
have been active in leasing up acreage in 
southwestern Texas, along the border and 
west to the Pecos Valley. They still re- 
tain a number of leases in partnership 
Robinson, who for years scouted the 
Osage country in Oklahoma for the Car- 
ter Oil Company, has been in the thick 
of pioneer work for ten or twelve years, 
a part of the time in Mexico. Just at 
the present time he is harvesting his 
wheat crop in the Osage Nation, after 
which it is reported he will be active in 
the work of the Sun Company, of which 
J. Edgar Pew is the vice president in 
charge of Texas and Oklahoma opera- 
tions out of Dallas. 


Roy B. Jones, head of the Panhandle 
Refining Company at Wichita Falls, is 
still very much of a factor in the high 
gasoline crude district of North Texas 
The reported sale of the Panhandle plant 
by Mr. Jones and associates proves to 
have been a mistake. The reported pur- 
chaser, the Texhoma Oil & Refining Com- 
pany, has taken over, however, the 
Wichita Valley Oil & Refining Company 


plant. A confusion as to the plant taken 
over was responsible for the erroneous 
report that Mr. Jones had sold. His 
plant, the largest in the Wichita Falls 


district, continues to run to capacity 
about 4,000 barrels daily. 

The newly completed well of Warren 
Wagner at Desdemona, which has been 
making upwards of 4,000 barrels, daily 
pinched down, is on an acre tract drilled 
on a 50-50 basis. Wagner, who is also 
a supply dealer at Ranger, has been high- 
ly successful in Texas development as 
a drilling contractor. He first developed 
the Merriman school lot production, off- 
setting the Texas Pacific Coal & Oil 
Company's Brewer wells, south of Ranger 
and since that time has divided his time 
between drill contracting and producing. 
After Mrs. B. I. Terry had sold all but 
one acre of a l6-acre tract, this surplus 
was taken over by Wrignt & Tucker for 
$13,000. They entered into a drilling con- 
tract with Wagner on a 50-50 basis. His 
half is retained by him, but the others 
sold off all but one-sixteenth of their 
remaining production. This they retain, 
besides having cleaned up to the tune of 
$76,500 obtained for part interest 


J. E. Buckley, formerly chief scout for 
the Twin State Oil Company at Tulsa, 
and more recently returned from France 
where he saw service with the American 
Expeditionary Forces, has joined the land 
department staff of the Sun Company at 
Dallas. The Twin State, with which he 
formerly worked, is the Oklahoma operat- 
ing subsidiary of the Sun Company. 


Frank V. Faulkner, superintendent of 
the producing department of the Mag- 
nolia Petroleum Company at Dallas, is 
spending his vacation in the Rocky Moun- 
tain atmosphere. 
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Special 


Fittings Quickly 


Made For Oil Field 
Pipe Lines 


Where special fittings are required for new 


pipe lines or 


field storage uses, the work 


can be quickly effected and much time and 


money saved 


by using 


IM OXY-ACETYLENE--OXY-HYDROGEN NI 


Maintain steady 
oil production, 
reclaim junked 
equipment and 
reduce operating 
costs with an 
Imperial Outht. 
Welds anything 
in metal and cuts 
all wrought iron 
and steel. Sate, 
Speedy, Eco- 
nomical, Eff- 
cient and Port- 


able. 


Write today 
for catalog con- 
taining complete 
information re - 
garding cost of 
operation, prices, 


etc 

















18 inch pipe connected into a 
Water Trap with Imperial 
_quipment 


Oxygen Gas Company 


KANSAS CITY, MO. 


Southw 


estern Distributors For 


Imperial Brass Mfg. Company, Chicago 

















DEGRAS 





Specially Adapted for 


Compounding 


Arli 


Law 


Oils 
Made at 
ngton Mills 
rence, Mass. 


UANNUAANUANATAAANNA 


Sole Agents 


Montgomery & 


W. L. 


Company 


10 High 


St., Boston, Mass. 


Write for samples and prices 




















Many New Wells Of Various 
Outputs Reported In Kentucky 


By Special Correspondent 

LEXINGTON, KY., July 21.—The 
Union Oil & Gas Company has erected 
several tanks at its holding near Martha, 
Lawrence county; has a pump on the 
lease and will install power soon to pump 
the wells there in its new territory. On 
the Wm. Skaggs lease are six 200-barrel 
tanks, and five 100-barrel tanks, while on 
the Oscar Skaggs tract there are two 
tanks of 150 and 250 barrels capacity. 


New wells reported: No. 1, Central 
Company, north W. T. Booth tract, Lee 
county, 25 barrels; Nos. 2 and 3, Bald 
Rock Company, Prendergrass lease, Lee 


county, 50 barrels each; No. 14, McCombs 


Refining Company, Della Hargis tract, 
Lee county, 100 barrels; No. 1, Mohney 
Bros., W Shoemaker tract, Lee count 
40 barrels; No 2, Southwestern Petro 


leum Company, George Stamler tract, Le¢ 
county, 150 barrels; No 6, Brenner & 
Adams, Day Lumber Company tract 
Wolfe county, 100 barrels; No 1, Cumber 


land Producing & Refining Company, Bob 


Osborne tract, Estill county, 15 barrels; 
No 2, Cumberland Producing & Refining 
Company, Lynch farm, Estill county, 10 
barrels The Southwestern Petroleum 


Company reports No 1 on the George 
Stamper tract pumped 85 barrels in the 
hours; the Bald Rock Com 
wells on Prendergrass 
good for 50 barrels each. 


Rex Oil & Gas Company, No. 18, Liberty 


rst seven 
pany, two 


Lee county, 


lease 


Bryant tract, Lee county, 150 barrels; the 
\ssociated Producers’ Company, No. 25, 
J. J. Wells tract, Lee county, 5 barrels 


the Cumberland Petroleum Company, 
No. 15, Nannie Sparks tract, Lee county, 
50 barrels; the Central Oil Company, No. 
8, W. T. Booth tract, Lee 5 


county, 25 
arrels; Associated Producers’ Company, 


No. 25, T. T. Wells tract, Lee counfy, 5 
barrels; same company, No. 17, Anna 
Fisher tract, Lee county, 100 barrels; 
Pyramid Oil Company, No. 9, Callie 


Brandenburg tract, Lee county, 100 bar- 


rels; Central Oil Company, No. 8, W. T 
Booth lease, Lee county, 25. barrels; 
Crown Oil Company, Nos. 3 and 4, W. 
[. Booth tract, Lee county, 30 barrels 
each; Henry Clay Company, No. 3, Floyd 
Combs lease, Lee county, 35 barrels; 
Cumberland Oil Company, Nos. 9 and 10, 
Mary Combs tract, Lee county, 25 bar 
rels each; same company, No. 16, Moss 
St. Johns tract, Lee county, 25 barrels; 
¥ W.  Cashdollar, No. ce Porter 


Vaughan tract, Green county, 10 barrels 
Cumberland Petroleum Company, No. 7, 
Floyd Hilton farm, Powell county, 20 bar- 


rels; C. F. Dickson, et al., No. 8, E. S. 
Moore tract, Powell county, 5 barrels; 
National Oil Company No. 1, Joe M 


Smith tract, Allen county, 50 barrels 
Combination Oil Company, No. 1, 
Prendergrass lease, Lee county, 50 bar- 
rels; Bald Rock Oil Company, Nos. 45, 
46 and 47, Prendergrass tract, Lee coun- 
ty, 50 barrels each; Pyramid Oil Com 


pany, Nos. 13 and 14, Prendergrass tract, 


Lee county, 50 barrels each; same com- 
pany, No. 7, South Prendergrass tract, 
Lee county, 50 barrels; same company, 
No. 6, Flat Hollow tract, Lee county, 


75 barrels; Leatherwood Production 
Company, No. 2, D. B. Prendergrass tract, 
Lee county, 30 barrels; Kenton-Morgan 


Company, No. 2, Robard and Nichols 
tract, Morgan county, 10 barrels 
Great Lakes Company, No. 25, Ann 


McReynolds tract, Allen county, 25 bar 


rels; owner not given, No. 4, Chur 
tract, Allen county, 25 barrels; Great 
Northern Company, No. 1, Green lease. 


Allen county, 15 barrels; owner not give: 
No. 3, Greeley-Johnson tract, Allen coun 
ty, 25 barrels; Virg-Tex Company, No. 
7, Barlow lease, Allen county, 50 barrels 
Kentucky & Coast Company, No. 7 
Roberts lease, Allen county, 50 barrels 
Carter Company, No. 6, Dink Britt leas« 
Allen county, 5 barrels; Versailles Oj! 
Company, No. 1, H. F. Floyd tract, Li: 
coln county, 30 barrels; Pine Knob Con 


pany, No. 8, Wells tract, Lincoln county 
35 barrels; McCombs and Local Con 
pany, No. 28, Butcher lease, Lee count 


100 barrels; S. W. Cliff Petroleum Con 
pany, No. 60, Eureka lease, Lee county 
50 barrels; Atlantic Production Com 
pany, No. 5, Kincaid tract, Lee county, 5 
barrels; Young & Stevenson, No. 2, Bur 
ton Bros. lease, Allen county, 150 barrels 
West Virginia Oil Company, No. 1, Hol 
brook lease, Lawrence county, 10 barrel 


The Cumberland Pipe Line Company 
reports runs for the week as follows: 

District 1, Busseyville, 653.81; district 
1A, Fallsburg, 980.45; district 2, Cooper 
843.99; district 3, Denny, 290.19; district 
5, Stubenville, 974.38; district 6, Ca 
City, 278.92; district 7, Fitchburg, 1( 
223.43; district 8, Ravenna, 6,630.03; dis 
trict 8A, Ravenna, 6,792.39; district 9 
Hazel Green, 2605.66; district 9, Camptor 


district 10, Wagersville, 184.64 


Beaver Creek, 276.93; district 


313.75: 


district 1], 


12, Ragland, 343.83; district 13, Parml 

ville, 849.11; district 14, Pilot, 6,706.51 
district 15, Pilot, 5,579.85; district 16, 
Zachariah, 8,070.66; district 16A, Big 
Sinking, 11,415.57; district 16B, Big 
Sinking, 13,208.30; district 17, Ross 
Creek, 3,393.57; district 18, Big Sinking 


20,259.06; district 18A, Big Sinking, 13 
082.38; district 18B, Big Sinking, 7,761.66; 
district 20, Hell Creek, 1,555.30: total, 
120,934.37. ; 


Will Install Casing 
Head Plant On Lease 


By Special Correspondent 

LEXINGTON, KY., July 21.—The 
Swiss Oil Corporation will install a 
casinghead gasoline plant on the Simp- 
Crabtree farm, Big Sinking, Lee 
county. This will be employed on all 
wells owned by this company. In this 
section, the production of gasoline is 
said to be higher than further south, 
five or six gallons of gasoline having 
been extracted from 1,000 cubic feet 
of gas. 

Chicago interests have purchased one 
million and a half dollars of the stock 
of the Swiss Company, which controls 
several thousand acres of Kentucky 
lands, chiefly in Lee, Powell and War 
ren counties. The issue was taken by 
James L. Martin, of Chicago, represent 
ing Estabrook & Company, of Boston 
and Chicago. 

Martin bought the stock for Chicago- 
ans, including J. Ogden Armour, 
George Reynolds, president of the Con 
tinental & Commercial Bank, and Ar- 
thur Reynolds, president of the Con 


son 


tinental & Commercial Trust Company 
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Pumping—Drilling—Compressor 


Double-Stitched 




















Steps 
™ Your first demand in 
a belt is for RELI- 
Satis- » : 
° : fa=tion ABILITY and vref- 
Satisfaction ES silly Whelan with 






Straight as a 
Bee-Line 


strength. 













The most successful oil 
country belt is a fabric be/t 
and the Jdetter the fabric, 
the better the belt. 







Gradual factory stretch 












Thorough Seasoning 












The strength of a better 
fabric than is used in any 
other make of belt is the 
FOUNDATION for 
OandG RELIABILITY. 


Impregnation—Our original process 











Doubled Stitched and Innerlocked Construction 













The heaviest, strongest, and most carefully woven 
fabric used in the manufacture of belts 






Oil Well Supply Company, Distributors 


Branches in all Fields 
Manufactured by 


Imperial Belting Company 


Factory and General Offiices: Lincoln & Kinzie Sts., Chicago 
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TAN 


OF AL- 
SIZES 


FOR ALi. 








Our experience of over 50 years in the designing, fabricating 
and erecting of all classes of steel plate work for the oil, steel, 
chemical and allied industries is at your disposal. 


Sharpsville Agitators, Stills and Condensers, like Sharpsville 
Tanks, are too well known to require further exploitation on 
our part. 


Ask for our figures on your next job, whether large or small. 


SHARPSVILLE 





PURPOSES 


PSVILLE BOILER WORKS Ae 








Claiborne Pipe Line & Refining Co. 


Main Office: 410 Levy Bldg., Shreveport, La. 


Buyers and Sellers of 


Homer Crude Petroleum 


Loading Racks at Homer, Louisiana 











a 800 Page Book. All About— 


MEMBER OF 


— Refined Paraffine Wax 
asolines 

‘ . Tur-Min-Tine 
Illuminating Oils (Mineral Turpentine) 


Road, Gas and Fuel Oils 


Engine Distillates Tank Car Outage Tables 


Cylinder Stocks Conversion Tables 

Cylinder Oils 800 Waverly Formulas 

Stock Blended Oils Calculation Tables 

Information on all subjects pertaining to oil industry, 
tables, etc 





Free on request to any firm identified with the oil 
,usiness. 


ADDITIONAL COPIES 50 CENTS EACH 


WAVERLY OIL WORKS CO. 


MEW YORK. U.S.A. PIT .SBURGH, U.S. A. 
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Pine Island Field 
Shows New Activity 


By Special Correspondent 
SHREVEPORT, LA., July 18.—The 


action of the Texas Company in resum 
ing their 100 per cent service in the Pins 
Island district, added to persistent ru 
mors of the impending taking over of 
large properties in this district with im 
mediate prospect of renewed drilling ac 
tivity, has had a noticeable effect on oper- 
ations in the Pine Island pool, and many 
wells are being put to pumping which 
have long been closed down and in danger 
of extinction. 

The Mohawk Oil Company put two of 
its wells on the beam during the week 
No. 11 and No. 12 Robertshaw in Sect 
24-21-15, the first pumping 250 barrels 
and the second 150 barrels a day. 

The Old Settlers Oil Company's Ni 
17 Lynn, in Sect. 12-21-15, was put to 
pumping and made 250 barrels a day, the 
Dixie Oil Company’s No. 5 Robertshaw 
in Sect. 13-21-15, pumped 125 barrels. 

The best well of the week in the Pine 
Island district was the Sun Company’s 
No. 125 Bradford in Sect. 24-21-15, whic! 
came in flowing 500 barrels a day. 

In the light oil district, north and east 
of Mooringsport, the Higgins Oil & Fuel 
Company completed a 30-barrel pumper 
in No. 13 Jeems Bayou Hunting and Fish- 
ing Club, and the Globe Oil Corporation 
got a 5-barrel pumper in No. 5 Hammett, 
Sect. 29-20-15. 

A few new wells were started in the 
Pine Island field during the week, among 
them the Planters Oil Company’s No. 
Noel in Sect. 7-21-14, and the Cherokee 
Oil Company’s No. 3 Youree in Sect. 12 
21-15. The Gulf Refining Company 1s 
rigging up to drill No. 11 C. W. Lane in 
Sect. 19-21-14, and the Standard Oil Com 
pany is down 1,750 feet in No. 1 Keoun 
Sect. 19-21-14, and in No. 3 Youree, Sect 
17-20-14. The Old Settlers Oil Com 
pany is drilling at 1,000 feet in No. 19 
Lynn, Sect. 12-21-15 

In other districts in Caddo, the Higgins 
Oil & Fuel Company is rigging up 
to drill No. 14, Jeems Bayou Hunting 
and Fishing Club; the Hudson Oil Com- 
pany is down 2,000 feet in No. 1 Parker, 
Sect. 27-22-16; the La-Tex Oil Company 
is drilling at 2,000 feet in No. 4 Fee, Sect. 
35-21-16; McDonald et al have set 6-inch 
casing in No. 1 Murray, Sect. 12-20-16, and 
the United States Petroleum Company 
is rigging up to drill No. 3 Ellerbe in 
Sect. 27-20-15 

In the Soda Lake district, where oil was 
recently discovered by Lee Kinnebrew et 
al, the Caddo-La Oil Company is rigging 
up to drill No. 1 Dillon in Sect. 20-19-14. 


One of the deepest tests that has ever 
een made in the North Louisiana field 1s 
now in progress by the Gulf Refining Com 
pany on the W. C. Agurs lease in Sect 
6-16-16, in the Bethany district about 
fifteen miles southwest of Shreveport. The 
well is down over 3,300 feet and still going 
Another deep test has been started in this 
vicinity on the Taylor-Trosper lease in 
Sect. 8-16-16, in which they are now down 
550 feet 

No completions were made during the 
week in the Bull Bayou district, but there 
is a steady increase in activity in this ter 
ritory and it is looked upon as the most 
‘romising pool in the North Louisiana 
held The Doane Oil Company, one of 
the most recent organizations for oil de- 








— 


LY 23, 1919. NATIONAL PETROLEUM NEWS 




















PENNSYLVANIA 


TAN K CARS 
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This Chart Gives The Facts 


about the detailed construction of a modern tank car 
the **Pennsylvania” Tank Car. 


Are you familiar with the correct nomenclature of the 
different parts of a tank car? Do you know what the 
underframe includes? Or the running boards, or 
brakes, or the train line, or trucks ? 


This chart will tell you—every essential part is charted, 
, pore al indexed by numbers and classified by subject. Tank 
There are 3350 “‘ Pennsylvania ' . : 


Tank Cars in the Pennsylvania car operators, large and small, in all parts of the 


lank Line. These cars, when country, have found it an invaluable reference aid. 
ivailable, are leased toproducers, 
ref ers ; ‘ ceters Ia oa ° ‘ , . 
finers and marketers of Petro Have you sent for your copy? We have one for you. 
ileum Products. Information a ae . : ae 
elative to leases and operation Just write for it on your company letterhead, and we'll 
be obtained from any of do the rest. 


he district offices. 


Pennsylvania Tank Line , . 
gnc ~ [The Pennsylvania Tank Car Company 

New York St. pers ‘Se Francisco SHARON, PA. 
New York St. Louis San Francisco 





PENNSYLVANIA” TANK CARS ARE USED BY LEADERS OF INDUSTRY 
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Most Fires Are Preventable 


Every day during 1918, between sunrise and 
sunset, fire losses in the United States averaged 
over $800,000. A large percentage of these fires 
were preventable, and next year’s figure will 
also be exceedingly high unless the right kind 
of fire-fighting equipment is used. 


yoanne 
Wweaioein 


Has established itself as Fire’s Might- 
iest Foe. It is standard equipment in 
many of the large oil companies and 
refineries all over the world. It has 
snuffed out huge blazing tanks of 
oil quickly, effectively and _ per- 
manently beneath a foamy, lath- 
ery mass of minute carbonic-acid 
gas bubbles—an accom- 
plishment of which no other 
fire extinguisher is capable. 




































60 Seconds — and 
Out”’ tells how fires like 
this are smothered. 












Let us tell you more about 
this wonderfully efficient 
fire fighter. 


FOAMITE FIREFOAM 
COMPANY 


198 Fifth Avenue, New York 























7 | 
James B. Berry’s Sons Co., Inc. | 


4th Floor Chambers Bldg. 
OIL CITY, PA. 


Refined Oils Gasolines Wax 


Lubricating Oils White Oils 
Petrolatum 








velopment, has acquired valuable holdings 
in the new fields and is rigging up to dril} 
No. 1 Pugh in Sect. 12-12-11, and has 
made location for No. 2, No. 3 and No. 4 
in the same section. 

Ramsey et al are rigging up to drill No 
1 Robinson in Sect. 36-13-11, and hay 
derrick up for No. 2 Robinson almost o 
the site of an old well started by the 
Ozark Oil Company during the days « 
the Gusher Bend and Crichton excitement 
when it was decided that there was no oil 
south of these districts and the whole 
territory which has sinee proven a vast oil 
field, was practically condemned on a 
count of two or three dry holes. J. K. D 
Schaffer has made a location on the Moss 
lease in Sect. 12-12-11. 

R. O. Roy et al tested dry at 2,715 feet 
in No. 1 Nelson, Sect. 31-1310, and is 
drilling deeper. The W. G. Strange Oil 
& Refining Company, which recently com- 
pleted a 1,000-barrel well on the Nelson 
lease in Sect. 8-12-10, is rigging up to 
drill No. 2 and has derrick up for No. 3 
Nelson in the same section. W. F. Rey- 
nolds is rigging up to drill No. 2 Chaffraix 
in Sect. 30-12-10, in the vicinity of the 
big gas well completed last week on this 
lease. 

Woodley et al tested dry at 1,950 feet 
in No. 1 Armistead, Sect. 29-13-10, and 
are drilling deeper; Wrightsman et al 
have four wells drilling on the Polley lease 
in Sect. 7-12-10, and locations made for 
five more; the Depositors Oil & Gas Com 
pany is drilling No. 3 and has made lo- 
cations for Nos. 4, 5 and 6 in the same 
section, and the Fortuna Oil Company has 
four rigs running and derricks and loca 
tions for fifteen. 

On the west side of the Bayou, in Ds 
Soto parish, J. M. Eastham et al got salt 
water in No. 1 Harp, Sect. 36-12-11, and 
the test has been abandoned at 2,725 feet 
The Developers Oil & Gas Company has 
set 6-inch casing in No. 2 Safford, Sect 
2-11-11, and Ramsey et al are drilling at 
1,750 feet in No. 1 Giauque, Sect. 3-11-11 

The Rawlings Investment Company 
arranging for an interesting test in the 
west end of the old Naborton field 1 
De Soto parish, where they have derrick 
up in Sect. 4-12-12. An effort will be 
made in this well to locate the deep sand 
as has been done in the Bull Bayou dis- 
trict. Previous preduction in this terri 
tory was found at an average depth « 
2,400 feet, and the Rawlings test will | 
drilled to 2,725 or 3,000 feet if necessary 

The extension of the Claiborne field 
by the Standard Oil Company has tended 
to increase the interest in this territory) 
and the fortunate possessors of leases 11 


this vicinity are entering the field wit! 


renewed enthusiasm. George Baird has 


derrick up for No. 1 Langston in Sect 
24-21-8, and locations made for Nos. 2 
3 and 4. The Rowe Oil Corporation ha 
made a location for No. 1 Wilson in Sect 
13-21-8, and the Wilder Oil & Gas Com 


pany is rigging up to drill No. 1 Feather 


tone in Sect. 19-21-7 The Arkansas 


Natural Gas Company has started drilling 
well on the Langston lease 


and has derrick up for N¢ 


its Tirst 


Sect. 19-21-7 


2 in Sect. 24-21-8. The Louisiana Oil & 
finery Corporation has made a locatio1 
N 1 Jackson in Sect. 24-21-8, ar 
he Gulf Re g Compa rigging 
l ll N | AnYVstor SEC 19 4 
H. & P. Palmer have derrick up for N 
1 Lang Sect. 19-21-7 
Two good wells were c mpleted in tl 
Claiborne eld during the week, both 
] } esaqiamal ¢ 


sat anit , + 
ii¢ TLIty ) ( Tisitldl 
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_BLACKMER ROTARY OIL PUMPS 
Will Save You Money 


Whether you are a small dealer or a large jobber your 
equipment should include Blackmer Rotary Oil Pumps. 


The direct saving in handling costs, that can imme- 
diately be credited to Blackmer Oil Pumps, is sur- 
prising. 

That’s because a Blackmer Rotary Pump will handle 
more oil, without waste, in less time. 


The Blackmer line includes pumping units with ca- 
pacities ranging from 1 to 500 gallons a minute. 


But our No. 9 straight, or geared Hand Pump, is one 
of the most useful in our line for light transfer work, 
and like all Blackmer Pumps its simple construction 
makes it easy to operate. 
Any District Office will gladly send you a catalog 
of our complete line and quote you prices. 
BLACKMER DISTRICT OFFICES 
































Blackmer Rotary Pump Co. Blackmer Rotary Pump Co. 
A. L. Rock, Dist. Sales Mgr. J. Frank Smith, Dist. Sales Mgr. 
85 Murray Street 1119 Real Estate Trust Bidg. 
New York City Philadelphia, Pa. 
Blackmer Rotary Pump Co. Blackmer Rotary Pump Co. 
Arthur J. Schmitt, Dist. Sales Mgr. Harry E. Gates, Dist. Sales Mgr. 
315 Old Colony Blidg., Chicago, Ill. 424 E. 3rd St., Los Angeles, Cal. 
Blackmer Rotary Pump Company 
Book Building Detroit, Michigan 
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Oil Well and Refinery Supplies 


Crane Co.’s Valve Fittings—All Sizes 
Complete Stock of Brass Goods 


Lunkenheimer Valve—National Pipe 
All Sizes and Weights 


Durable Sheet and Peerless Packing 
Condor Friction Surface Rubber Belting 


Air Compressors Burnam Pumps and Compressors 


Pre-eminent in the 
Producing and 


Filling Station Fields Write for catalog 


CURTIS Compressors are seen in the pro- 
iction field every day, testing the gasoline 
ntent of gas wells. Correctly designed, 
ade in five sizes, quality workmanship. _——— 


In the filling station field, it enables you . . . tos 
erve your custemess with Curtio Ait— Special attention to Telephone, Telegraph and Mail Enquiries 

















e From Oil and insures adequate air —— 
| re, so that your air service wil! attract 
: tomers and establish a standard for all 
| : ir service. The selection of the right air 


~. aasne Texas Manufacturing Company 


Ask your jobber for prices 


Curtis Pneumatic Mchy. Co. West Fifteenth Street : :  : Fort Worth, Texas 


1520 Keinlen Ave. St. Louis, Mo. 
New York: 530 N. Hudson Term. 
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; I ‘HE increasing demand for Allegheny Steel Tank 
Cars is due to the fact that we build a car for 
service, and not for the benefit of the repair shops. 


Send for our Specifications and Blueprints 


All inquiries are given immediate attention and quick deliveries 
are assured. 


Try us on your ta nk car requirements 


Allegheny Steel Tank Car Company 


WARREN, PA. 
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Office and Works WARREN, PA 
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H. B. GOODRICH 





OIL AND GAS 
PRODUCTION 
ENGINEER 





214 NEW WRIGHT BUILDING 
TULSA - - - - OKLAHOMA 














The Lubricating 


Engineer’s Handbook 








Contains over 300 pages of just 
thesort of information you should 
have regarding lubricating oils 
and their uses. 

Fully illustrated from photos 
and charts. 


Price $4; carriage extra 








National Petroleum News 
Caxton Building, Cleveland, Ohio 


























Emlenton Refining Co. 


Refiners of 
Pennsylvania Petroleum 


Gasoline—Naphtha—W. W. Oil—Mineral Colza—Fuel Oil 
Steam Refined and Filtered Cylinder Stocks 
Viscous and Non-Viscous Neutrals 


Paraffine Wax—Petrolatum 


Emlenton 





Medicinal White Oil 


Pennsylvania 














Mid-Continent Oil Men 
Perfect Organization 


Staff Special 
TULSA, July 16.—Members of the 
Mid-Continent Oil & Gas Association 
at a meeting yesterday, formally 
ganized the Oklahoma-Kansas local 
branch, completing an organization em 
bracing every branch of the petroieum 


industry in Oklahoma, Kansas and 
Texas. The Texas-Louisiana local 
branch was organized two weeks ago at 


Fort Worth. 

The Mid-Continent Oil & Gas Ass 
ciation was organized five years ago 
at Tulsa by producers, refiners, trans 
porters and marketers to consider state 
and national problems as they de- 
veloped. When the complex tax prob- 
lems arising from war taxation co: 
fronted oil producers a committee was 
selected to work with government 
officials, finally securing many mod 
cations of a rather chaotic and dis 
criminatory plan So many national 
problems forced themselves that the 
organization was necessarily diverted 
from local matters. 

When North Texas oil development 
appeared, in which many members of 
the Mid-Continent Oil & Gas Associa- 
tion are interested, new complications 
were brought into existence that were 
locally, removed from Oklahoma and 
Kansas statutes and regulations. Texas 
operators began casting about for some 
kind of organization that would meet 
the exigencies. Conferences disclosed 
that members of the Oklahoma-Kansas 
organization were as much interested 
as Texans; the latter, at first inclined 
to resent any interference by Oklahoma 
and Kansas operators, when the close 
community of interests was explained, 
agreed to merge with the Mid-Conti- 
nent Oil & Gas Association, but with 
a distinct Texas organization that could 
consistently appear before Texas 
officials as Texas citizens. 

To equalize and systematize an or- 
ganization equipped to meet any emer- 
gency that might arise, the Oklahoma- 
Kansas branch became necessary, and 
was therefore organized as _ stated. 
There are now three affiliated organi- 
zations lawfully qualified to consider 
and act upon petroleum problems in 
Oklahoma, Kansas, Texas, Louisiana 
and at Washington. No such com- 
prehensive organization of people in- 
terested in the oil and gas industry was 
ever before attempted. Its influence 
is now so strong that it can make it- 
self felt and produce results. 

The officers of the Oklahoma-Kansas 
branch are the same as those of the 
Mid-Continent Oil & Gas Association, 
including an executive committee of 
twenty-seven members, as follows: 

President, Frank Haskell; first vice 


president, J. H. Evans; active vice 
president J. F. Darby; secretary, H. H 
Smith. The executive committee is as 


follows: P. G. Walker, Jr., John H 
Markham, Jr., E. R. Perry, J. A. Chap 
man, Dana H. Kelsey, D. F. Connolly 
Henry McGraw, George E Black 
Frank Breene, Pat Malloy, Frank |] 
Louis, A. W. Leonard, C. E. Crawley, 
R. W. Mcllvain, A. J. Deischer, Deer 
ing J. Marshall, J. J. Moroney, C. | 
Colcord, P. C. Dings, James K. Crav 

rd, Thomas K. Smith, J. M. Water 











, O 


on 


23. 1919. NATIONAL PE: 











Nellogg P:1 


are Forge and 




















pads ae 





ZZ y ~, . & 7: 4 "24 ys ma Bo. os 
+ = pee 4 ae a Renan oS re ee 
te Baw te Fs Oe ah, - Se ae “ s “ss 4 
gy Eo” a cae asso 
~ et” ee emacs All St —— 











Will Your Stills Rui 
Without R 


The sixty KELLOGG F 


shown above have been in conti 
sas refinery, about two years wit 
work of any kind. 


Why? Because they are made . 
Forge and Hamme 


If you are experiencing trouble with | 
it will pay you to find out now why K 
Stills are bottle-tight through all their ye 


Send for our Booklet WF-: 


The M. W. Kellogg Cor 
Office: 140 Cedar Street, New You 
Works: Jersey City, N. J. 
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MACHINE 
d 


HIS is the machine that is being used 

by the leading producers, not only 

throughout all eastern and central fields 

but in the Mid-Continent and North 
Texas fields, as well. 








Here are extracts from two unsolicited 
letters sent to us by present users: 


“i 


“We | ave save d PIUU.UU per well on the 
; . ‘ee 
Ne | eT. - I cant peak 
” 
/ m 
Mm 
| 
i 
} ret i? r wi / ” 
, Te we il fi a he qvy k 
? and parti it true tn ti 
¥s , 7. 99 
, , ir tu ? ucRer rT x 


Write us complete details of the outfit 
and see for yourself how it will save you 
money. 


Buckeye Traction Ditcher Co. 
Findlay, Ohio 

















Oil Refinery Equipment 


Refrigerating Machinery; Parathne 
Wax Presses; Drop Forged Valves 
and Fittings; ‘‘Sectional’’ Rocking and 
Dumping Grates; ‘‘Sectional’’ Steel 
Casings for Boilers; Water Tube 
Boilers; Tank Bodies for Motor Trucks 
Henry Vogt Machine Company 


Manufacturers 
Louisville, Kentucky 
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Personnel Of Petroleum 


By H. L. Wood 








E. F. Simms, 
New York and 
Kentucky in 
summer, Hous 
ton in winter, 
one ot the great- 
est organizers 
of the petroleum 
fadus try, 
has completed 
the organization 
of another im- 
portant produc- 
ing company - 
the Simms Pe 
troleum Com- 

Delaware corporation having 
}000 shares of no par value and with 
00,000 cash and 75,000 shares in the 
sury, New York financial headquar- 





H. L. Wood 


Dr. I. C. White, the West Vir- 
ia geologist, estimates the 424,000 
es in twenty Texas counties to be 


$20,000,000. Himself a_ vice 
sident of the Sinclair Gulf Oil 
pany, Mr. Simms has as asso- 
te directors Harry Bronner, chair 

_ president of the Missouri Pacific 
ilroad Company, New York; Frank 
Bethell, tirst vice president ot 

e New York Telephone Company: 
enry Oliver, president, Oliver Iron & 
Steel Company, Pittsburgh; O. L. Gu- 
In Knauth, Nachod & Kuhne, 
York: Edward Cornell, Davies, 

ch & Cornell, New York; S. T. 

rgan, president, Virginia-Carolina 

1 Company: Wm. H. Reid, capi- 
New York; Findley J. Shepard, 
resident, Missouri Pacific Rail 
Company; Ernest Stauffen, Jr., 
president, Liberty National Bank, 
York; Frederic W. Scott, Scott & 
bankers, Richmond, Va.: 
lr. Scott, president, First National 
Houston, Texas; John J. Wat 
Ir., vice president, International 
Itural Corporation, New York. 
of these men have _ heretofore 
nterested in petroleum—an evi 
the organization ability of Mr. 
Raised at Paris, Ky. Ed 
went to Texas when Spindletop 
the eyes of thousands toward 
business, but for some years his 
success was meager. Mexico 

i him to get together acreage 
ught to him outside capital and 
nterested the Sinclair organiza- 
It was Ed Simms who organized 
eeport Sulphur Company, with 
Freeport, Texas, that 
bout the greatest sulphur pro 
re world and remarkably 

le It required three years, and 
ney than he had, to overcome 


‘ 


Surf rtellow, 


es at 


+} 
t 


itism! of eastern capitalists, 
—foresight, nerve 


verance, said to be sure win 


prevailed 


centrated in the mind ot one 


g¢ calmly in a hotel chair at 
ills, Texas, with hundreds of 
1 nw} 


and chasing men tri 


ing to sell oil leases and to interest 
others in drilling contracts on ground 
enough for one rig or forty rigs, prob 
ably not ten of the entire population 
and transient visitors know that L. A. 
Carleton, of Houston, Texas, was in 
their midst. He had some _ business 
there that was attended to in his usual 
efficient and quiet manner, and then he 
as quietly returned to Houston, where 
he is considered one of the best cor- 
poration and business lawyers of Texas, 
after almost half a century of active 
practice. And it may be said, in pass 
ing, that any man who survives and has 
an Al rating in law after that many 
years active life in Texas knows about 
as much as it is given to man to know. 
As chief counsel for the Humble Oil 
& Refining Company, Mr. Carleton is 
a director and an important factor in 
the deliberations of the directorate. 
Few men are more companionable, in- 
teresting and helpful to those who are 
fortunate enough to enjoy association, 
for every human attribute that he was 
originally endowed with’ has_ been 
broadened and given wider influence 
because of the experience of long years 
of association with his fellow humans 


D. W. Shaffer succeeds R. R. Forster 
as general production superintendent 
for the Ohio Cities Gas Company in 
the Mid-Continent fields, Mr. Forster 
having resigned to engage in business 
for himself. Mr. Shaffer has been as- 
sistant superintendent for some time. 


H. L. Welton has been made assistant 
superintendent of the western division 
of the Standard Oil Company of In- 
diana, Casper, Wyo., headquarters, un- 
der C. B. Manbeck, general superin- 
tendent, Wood River, IIL, headquarters. 
When Mr. Manbeck constructed and 
put in operation the Burton process 
plant at Casper Mr. Welton was his as 
sistant and had charge of the second 
plant at Greybull, Wyo. E. A. Thomp- 
son, chiet clerk at Casper, is now as- 
sistant to Mr. Welton. After twenty 
eight years service, beginning as a yard 
employe at the Whiting plant, Mr. 
Manbeck is becoming a real old-timer 
with the Standard of Indiana. After 
nore than twenty years at Whiting he 
was sent to Casper to pick out a sage- 
brush tract on the Platte river and build 
a refinery; it was a trifle embarrassing 
at first, but after 


wood he 


a tew whiffs of wrease 
anaged to conceal natural 
tendertoot proclivities and hold his own 
with Mission Hines and the other old 
timers 


( r. “tas 


ton, production § superin 
tendent for the 


Texas Company in 
Louisiana, Shreveport headquarters, has 
resigned to become general superin 
tendent of the Caddo Central Oil & Re 


ning Comy y. recently organized by 
E. K. Smith, the Shreveport banker 
Mr. Clayton has been with the Pro 
ducers Oil Company to the time ot its 


dissolution and the Texas Company 
many years, in Louisiana and Texas, 
and it seems strange to connect him 
with another organization. At Shreve- 
port almost from the time the field 
opened, Mr. Clayton was for two years 
superintendent of the Gulf Coast divi- 
sion, Houston headquarters, when Hum 
ble’s second expansion was going 
strong, and returned to Shreveport in 
time to witness the resurrection of Pine 
Island. During his long experience in 
Louisiana and Texas Mr. Clayton has 
been called upon to stop many gushers 
that were running wild, several of them 
burning fiercely, and he has stopped 
them. It took several weeks to stop a 
30,000-barrel gusher that was burning 
in the Vivian district north of Shreve 
port, but Clayton stayed with it; he 
also shut off a burning gusher in the 
Humble field, that threatened to take 
other wells. He went to Tuxpam to 
operate on the celebrated Potrero del 
Llano gusher that caused the Mexican 
Eagle Oil Company much trouble, now 
a dead one. Banker Smith is fortunate 
to secure the services of Mr. Clayton, 
and Mr. Clayton has an organization 
that will enable him to go a long way. 


Robert S. Ellison, of Denver, is be 
coming an expert rider of industrial 
wheels operated by the Midwest Re 
fining Company. When Henry M. 
Blackmer left the Cripple Creek Cen 
tral Railroad Company to become presi 
dent of the Midwest Refining Com 
pany, on the retirement of now Gov- 
ernor Oliver Shoup, he put Mr. Ellison 
in the legal department and soon after 
ward made him chief counsel. Last 
year, when the Salt Creek Producers’ 
Association was formed to take over all 
the Verner Z. Reed properties and the 
Midwest Oil Company, Mr. Ellison be 
president. When J. Roby 
Penn fell for the flattering offer of Edgar 
lL. Marston, president of the Texas Pa- 
cific Coal & Oil Company, as his as 
sistant, Mr. Ellison fell heir to J. Roby’s 
place as vice president of the Midwest 
Refining Company, in charge of all ac 
tive held operations. Bob Ellison is 
bald, of course, but he barely escaped 
the last draft, and looks and acts 
younger Dignity isn’t Bob's middle 
name, but he has plenty of other quali 
hcations to fit him for almost any posi 
tion the Midwest has in its repertoire, 
unless it be the happy faculty possessed 
by President Blackmer of inciting other 
banqueters to do all the talking work 
while he assimilates the honors that 
seep toward the head of the table 
sagebrush philosophy That Rocky 
Mountain altitude and atmosphere are 
sure some elevator, if you understand 
what 1s meant : 


came its 


Preston A tormer district 
udge for Osage and Washington coun 


ties, has been selected by the Osage 


Shinn, 


business council as tribal attorney, the 


selection to be approved by Secretary 





on 
to 
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‘ 
of the Interior Franklin K. | ( jJuag kogee district a tew veeks after Augus where the Prairie is the Big Thi ng. Dic] 
Shinn has lived at Pawhuska mat 1, pending transfer of a regular inspecto Gray. who opened the lease and land cd: 
knows all the Osage Indians and there. Mr. Kemp knows every oil and gas partment in Tulsa years ago and still | 


years, 


their personal and tribal affairs, is a 
good lawyer, a good citizen and a dis 
cerning man, who will serve the tribe 
ihe its members as efficiently as y 
man could. The position of tribal at 
Sin is no sinecure at $5,000 a year 
for the work involves protection of the 
tribal fund of approximately $15, 000,000, 
held in trust at Washington, and sub 
ject to collateral attacks from many 
directions and angles. During 25 years 
the funds that have accrued and the 


the la 
and individuall 


ttracted | 0] 
ifters al 


enormous intrinsic value of 
belonging collectively 
to the 2,300 Osages have a 
ticians and promoters and gr 
honest persons until some wonderfu 
spectacular and grotesqu litical ac 
tivities have found lodgment 


nd 


I, 


something 


like the fungus growth of mistletoe on 
trees. Having known Judge Shinn 
some years, the writer is quite sure that 
any one who enters and leaves the 
reservation while the judge looking 
is entitled to whatever is conceal 
ibout the person. 
Harry A. Miles, in charge of the | 

department of the Humble Oil & R 
fining Company at Fort Worth, has r« 


signed and will engage in busine 


himself. 


B. Howard, of the 


Congressman E 


Tulsa district, after spending a few 
days at home securing data, has gon 
to Washington and eastern cities t 


ask for immediate aoa o! pe troleut 
freight rates in Texas-Oklahoma terri 
tory. Trafhe bureaus oy: agents for 
oil companies have met and made de 
sired schedules the United States Rail 
road Administration will be asked by 
Congressman Howard to make effe: 
tive. He will also ask early action o1 
an appropriation for a new post-office 
and court building at Tulsa to cost 


has been recommend 
division of the 


$1,000,000, 
ed by the 
Postoffice 


which 
construction 
Department 


G. W. Tracy, field man with the Shat 
fer organization of Chicago, in Tuls 
during the week, says his company 1s 
increasingly active in Texas and Okla 


( \km1 


counties 


work 1n 
Hughes 


wells drilling alto 


homa, 
Ree, 
having 
gether 


beginning new 
Seminole and 
twenty-five 


Randall Silverman, who has made 
Beaumont, Texas, his home since tl 
early Spindletop days, has interest 


New York capital in Texas oil and o1 
ganized a new company and | 


the Petroleum building, Fort 

lexas. He has secured a number of good 
leases in Stephens, Eastland and ( 
manche counties and will have three 
wells drilling at once in defined tert 
tory. Randall has many years expe 
ence in Texas oil development and will 
employ that experience in profitabl 
investment of the capital of his ne 
associates, having sufficient capital 
pledged to take advantage of condi 
tions. He has the encouragement of 
many friends thruout the great sout 
western oil fields. 

Frank Kemp, who has been connect 
with the Oklahoma Indian and petrole 
division of the Interior Department 
sixteen years, with Tulsa headquarters 
several years, will work out of the Mus 


producer and Indian allottee in Oklahoma 


1y his first name, and is extremely popu 
lar, for he has a way t em. Eldon 
Lowe, one of the oldest attaches r tie 


iskogee ag 


other branch of 


ency, covers 


] -\4 
the service 


popular because many years of ass ) 
enable him to meet conditions as they exist 
and not as they are imagined Washing 
renee 

G. A. (Fred) Forman, « Buffalo, N. 
was a Tulsa visitor during the week 
route to Texas, where his company 
Southwestern Petroleum Company—is de 
eloping good acreage under the s 
tendency of Denny McMahon 

Frank Selby, of Marietta, Ohio, stoppe 
in Tulsa long enoug rh during the week t 
join his son, W. G., and wite, who motor‘ 

from ~ Rctieg en ite to Saratoga 
Wvo., where the trout bite better tor % 
small coterie of anglers tha 
Ise. For us the Popo Agie creeks a 
Lande look etter than elsew 
looks good is right, for the trout there 

od lookers, too—best scouts 2 

G. C. Stebbins, president of the Gla 
Belle Oil Company, returned t lulsa 
luring the week from Central Texas 
where his company is doing considerabl 
work. Two producing oil wells have been 
completed near Santa Anna, one good gas 
well shut in and eg wells drilled 


1 Hamilton county 
worked on t 


a Dig block of acreage. 


a small oil well is ‘het 


test another block of leases Grant Ste 

ins drilled dry holes all around Tulsa 
for years before he found production, and 
finally built up the very successful com 


pany he is now at the head of, recently 
considerably expanded thru reorganization 


that strengthens it financially. 


well-known pt! 
een laid up 
and 1s said 


Matt McCormick, the 


lucer of Nowata, has 
rheumatism a couple ot 


with 


| 
Weens, 


to be almost garrulous in his enjoyment 
f the luxury. To a man who has been 
a continuous worker in oil fields from 


Oklahoma many ye: 
him to take a few 
listed as a luxury 


to 
permits 
may be 


Pennsylvania 
anything that 
lay-ott 


, ’ 
aavs 


f Wichita, Kan. 


f 


red W. E: 


istman, 0 


Tale i during the week. He is handlin 
leases for himself since leaving the Prairie 
Oil & Gas Company June | Chey I] 
Fred “Doc,” not because he practices 
\hysically weak persons, nor because lh 
has anvthing to do with kodaks, — he 


cause he hung out around Mineral Wells 


Tex., and looked the part. When a fellow 
looks healthy in Mineral Wells whuil 


with 


four per cent and mak 
malarials believe it’s 


monkeying 
ncoming 
the doc tor 


McGraw, of Ponca City, Wa 


county, Republican boss of Oklal . 
looking over the Tulsa situation as aftecte 
he league of nations and the retut 

» tiie | and of the Free (Gee ! that sti ks 


without lubrication) of Crusader 
Incidentally McGraw 1s an oil pr 
lucer in several fields, and an elder brothe: 


of Henry, 


] 
OSS 


the Gypsy Oil Company 
ger. 

Dana H Kelsey, chiet t the la { 
tment of the Prairie Oil & Gas ¢ 
anv, has returned to headquarters atte 
a visit to Ranger and Eastland . 


‘em over, 
Sunday at the 


Sp 


ille, Colo 


is some assim 
everage eases to flow. 

Andy Malarkey, who left Tulsa s 
years ago to reside in a Los Angeles, ¢ 
subur was a visor during the we 
chaperoned by Jim Duffy, the Clevel 
hermit. Andy has taken on weight a 
vouth in California, and is quite a boost 


for that U possession, tell 
us that a real industrial boom is mak 
a noise The Goodyear people, he 
are spending $25,000,000 to accommodat 
producers of crude petroleum who ¢ 
there to buy gasoline. Andy is going 
drill four or five wells on the Clevela 
lease he owns jointly with the Gyps 
Company, it having paid out and 
enough money to pay for the new 

Col. Patrick J. Hurley reached 1 

iring the week, after an absence of 
vears, since March, 1918, in Europe. | 
a ti ol. Hurley, being a lawyer, ser 
as advocate general in different corps 
divisions, as adjutant general, artill 
division, as inspector general of artiller 


and. 


affairs in Li 


tle 


t 
al 


\rgonne. 
artillery Col 
Nov em) r 
the 


ley 


tache 
ley, 
for 
dians, 
well 


no 


he 


en route to Texas from his New Y: 
home \ deep dry hole in the Duke pool 
district of Comanche county and anoth 
deep hole in Callahan county that will 

a failure when drilled a little deeper 
low 3,500 feet in sulphur water have cos 
him more than the new home he has jus 
comp leted on Long Island. Beginnn 
his oil production in the Alluwe shall 
sand field 1903—which property he s 


Mr. Het 


avil 


‘rank ( 


undeveloped, 
Club house o1 
vhat we'll 


cde veloped or 
Ozark 
aw to get a line on 
nst finally. As between Le 
and Spavinaw, Okla., 1 
ilator when Missouri's nat 


up agai 
1 





nited States 


after the armistice, in f 
ixembourg. He 
rvice pin, 
Mihiel 
member of the 
fired the 
llth, tor company, 
armistice announced. Col. H 
hrought to Tulsa a souvenir—a n 
Before enlisting, as plain Pat Hu 
he was serving as national attorne 
the Choctaw tribe of Oklahoma I: 
and was a well known attorney, a 
a Republican: and his future is 
wise iced by the two 
has just completed. 


charge o 
has hanes 
having |e 
and Me 
76th tel 
last s 


on his se 
Marne 

Asa 
Hurley 


Stars 


\isne- 


St 


his 


Was 


meni vears’ ser 


Henderson stopped in 


Tuls 


derson has confined his ac 


+ 








ties largely to the manufacture of cast 
head gasoline at Delaware, Okla., for s« 
eral years hich investment is undoubte 
ly more itable than wildcatting 
Texas 

cc Noble returned from Burk 
nett Monday morning, after the issuat 
of the Railroad Commission order st 
ping rhage ive days He has 
operation head gasoline plant 
Burkburne interested with t 
Livingst ‘ration in acreag 
their first g an initial prod 
tion of 1,/ 

Harry kKerstetter returned to Tulsa 
ing the week from Tex: where he 
heen very successful as a lease brok 
He has just completed the organizat 


the 


New York to 


1 1 ¢ _- 
lOOKINE acrTeaLe 


Nal Ic S d in 


the est 


m Some 


Duke pool 
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Distillate Chilling 


Carbondale ( 
Machine 











Carbondale Refrigerating Machinery 


is used exclusively in 45 oil refineries. Reputation 
means repetition, and as a result many have increased 
their capacities several fold. 


Carbondale Complete Wax Plants can be seen oper- 
ating continuously and with excellent results in all 


oil fields. 
Carbondale Patented Chilling Machines are the 
result of years of careful study in workmanship and 


efficiency. Do not be misled by imitators. 


Carbondale Equipment has been used by oil refineries 
for more than a score of years. 


We will gladly figure on your requirements. 


CARBONDALE MACHINE CO. 


Carbondale, Pennsylvania 

















METERS 


“NIAGARA” 


Used by refineries and oil 
sompanies for loading and 
unloading tank cars, 
loading tank wagons, etc. 










Write for catalog 
and prices 


BUFFALO METEL 
COMPANY 
Established 1892 
2889 Main Street 
BUFFALO, N. Y. 








Producers & Refiners 
of 


Franklin 


Crude 


MARKETERS 
OF ALL 


Petroleum 
Products 


D 


REFINERY 
AND 
HOME OFFICE 
FRANKLIN 
PENNSYLVANIA 
U.S. A. 
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“THE SUN NEVER SETS ON 
sa 7a 
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a: = 


iy 
on 
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HamMoND IRON Works WARREN. PA. U.S.A. 
MFRS. STEEL TANKS, 


STEEL PLATE CONSTRUCTION 


TELEPHONE - 11I50-51-52- 


SPECIALIZING ON STILLS FUEL OIL- STORAGE FOR 
TOILREFINERY EQUIPMENT INDUSTRIAL- PLANTS 


NEW YORKCITY I7 BATTERY PLACE 
TELEPHONE WHITEHALL-60 
CODE ADDRESS —HAMONDTANK 


SAN FRANCISCO 319 HOBART BLDG. TELEPHONE SUTTER 4436 




















THE KANOTEX REFINING Co. 





REGISTERED TRADE MARK 





Refiners of the Kanotex Line High 
Grade Petroleum Products 


56-58 GASOLINE 58-60 GASOLINE 
60-61 GASOLINE 42-43 KEROSENE 
ROAD OIL FUEL OIL 


Prompt shipments in our own equipment 


General Office and Refinery: Arkansas City, Kansas 
Sales Office: 4th National Bank Building, Wichita, Kansas 


Inquiries will have prompt attention. 




















Seeks To Collect 
Production Tax 


Staff Special 

TULSA, July 17.—The state audit 
has asked Attorney General Freeling 
institute suit to collect from the Bla: 

Panther Oil Company $90,000 as gross 
production tax that has accumulated 
since early in 1918. It is largely a ro 
tine matter [The Black Panther Oil 
Company revenue from production de- 
veloped by Dr. Howard Weber, of Bar- 
tlesville, held in escrow by J. F. Darby 
receiver or costodian tor the court 
pending litigation to determine the va 
lidity of allotment claims to 160 acres 
in the Cushing district, the accumulated 
cash now is $1,250,000, according to the 
custodian. 

Of this money the state of Oklahoma 
is entitled to receive as gross produc 
tion tax 3 per cent of the royalty o 
amounting to $54,000; 3 per cent of the 
funds belonging to stockholders of the 
Black Panther Oil Company, amounts 
to 936,000. No one questions the 
figures, but the state inust present its 
claim to the court, when the receiver 
will be instructed to pay it, as the final 
detail in th litigation. After deducting 
the tax the balance of the escrow tund 
will be turned over to the stockholders 

Barney Thlocco was listed as the al 
lottee ot the 160 acres, but his death 
occurred betore the certificate could be 
issued. His death, even the later years 
ot his hte, rested im obscurity, and 
when the land developed great value tor 
oil many claimauts as heirs appeared, 
with the aid ot attorneys. Twelve mei 
in Oklahoma City organized the Black 
anther Oil Company and leased the 
tract tor oil. The Black Panther Oil 
Company contracted with Dr. Howard 
Weber, of Bartlesville, to develop the 
property, and to protect the heirs-to-be 
enough of the proceeds from the sale 
of oil was placed in escrow to cover tne 
royalty interest and to protect the prop 
erty. 

Dr. Weber retained enough of the 
money to recoup him tor development 
expenditures and some profit, the Black 
Panther Oil Company also receiving a 
part of its dues. 

Several months ago the United States 
court at Muskogee rendered its decision 
awarding title to the land to a woman 

Hughes or Seminole county as the 
lawful heir otf Barney Thlocco. The 
distribution of the $1,250,000 that | 
accumulated since 1913 will close an in- 
teresting and rather spectacular inci 
dent that developed in the most spec 
tacular oil field ever discovered 

rhe Layton or shallow sand and the 
deep Bartlesville sand were both very 
productive in the Barney Thlocco allot 
ment, in Sect. 9-18-7, and sixty wells 
were drilled to both sands; nearly all 
of these wells are now producing, the 
daily production being about 400 bar- 
rels, if memory is right. J. M. Burke 
who organized the Pan-Arerican Re 

ng Company, and was president se\ 
eral years, was one ot the Black P 
ther Oil Company stockholders. Afte 
carefully investigating the claims 
the heir trom whom the original lease 


| ae as «1 2 hl, ¢ ; 
vas obtained, Mr Burke never doubted 


las 


the outcome 
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Illinois-Indiana Case 
Hearings At Chicago 


By Special Correspondent 
CHICAGO, July 21.—Hearings were 


( ere Monday before Com- 
Meyer of the Interstate Com- 
ymn ission in the Ilinois-Indiana 


ig Illinois traffic 
nal complaint was made some 
Indiana shippers of various 


rates on 


es protesting against the Ih 
te n effect and seeking the es 


+ 


»f the Disque scale of rates 
important witnesses among 


ll be in attendance. 
arty give Gel 
I Spencer! rT \r lers 
staff and fore th 
1 eclay 1 t 
is I Saturday ¢ lv 4 
vers Park home Judge 
S the entertainme! 
Mr.a Mrs 
ive ily e1 
i Jewett 
1 ¢ s Vuttie ver 
t SS, A d iVs € 
ndi S 
n 
T 
Ss al 
‘ i 
usiness 
irter 
A 
‘ ] 
Murphy, local man- 
( i s ) 
thy 
ipa Vvitn » | i 
Hneiness ¢ n y 
Murp needed here s 


e has not had time to mak« 
thru his territory 

vestern sales manager 

i] Company, has been con 

me for nearly two weeks 
ible only toward 

ek to come down to his 


ime to look after his 

» Willar f the Biery force 
i vo weeks usINness 
+ ius territ ‘ 


Lakeside Petrol um 
town on a usiness 
he absent several weeks 
resident of the company, 


secretary of the I. O. M. A., 
irt of the week at Kansas 
the refiners’ meeting there, 
ym there to Minneapolis 
completing that 1 


Monday 


usiness 


yrresident of the 


( mpany vyho recet thy 
extensive yusiness 


ne Republic and ot! 


‘ , , pre 
Y,ork otnece oO! tile 
1] 1 bot ? rT 
will make his 10 


is he fou 


down there In order to accommodate 
its constantly growing staff of experts the 
Sinclair Company is rearranging its quar- 
ters and taking additional space here in 
the Conway building. 


O. J. Koch, of the General Refining 
Company, has been covering Indiana and 
central Illinois territory during the last 
few weeks. F. J. Kuehnle, of the com 
pany, has been in Cincinnati several days 
J. R. Hill, vice president of 
the company, and a former Chicagoan, is 
expected here this week on one of | 


on business. 


periodical visits 
C. F. Mer manager of the Riverside 
Oil Company, of Illinois, returned Friday 


from a business trip to Kansas Citv an 


> Louis eports 1 usiness im 
Iroveme se sections of the cou 
(;. | Ba the ¢ caro ot 
ilso i¢ ¢ ta Nak ot the r 
ult : t! uni tiguous 
territo 
HH. ¢ ( 5 e Clarendon Refining 
( i . rel} Pa., spent se 
eral davs ere last week conterring wit 
siness associat Vice President Wil 
lard, of tl Southern QOu:l Corporatio1 
Kansas ( ( 1 tew davs at he 
1 ] ; wn” enol ss M 
t t i 
( \ Mmanave t 
Weng \ g¢ Petroleum Compa 
| et Ss ] Michigar 
i ca nd hing trip iss 
H t sistant He 
We or , ne ; 1 ‘ 
il i is gone thre 
¢ e east 
\. | H presentative ft the 
Q)zark Oil & | ( npany, W > nas ill 
ned office some time at 525 S 
Dearborn street, has removed to new and 
larger quarters at room 1301, 20 E. Jack 
nm boulevar where he has extended al 
tio! ends to step ind it 
t the ; ec 
In the a nk ‘f Secretary-Treasuret 
r. F. Kuper, of the Midco Oil Sales Com 
iny, Jesse | t president of the com 
hal has eC ding a few days at the 
Chicago office Mr. Kuper has been east 
business ng expected back Monday 


|. Arthur Anson, assistant to Mr. Kuper 
I l ear ist week from an extensive 
usiness trip thru Michigan territory 


Roy Allwood, local representative of the 
Wadhams Oil Company, of Milwaukee, 


ucceeded to the position 


left vaca I | Grant, of the | ) 
M. A " en plugging along with ex 
cell t result H las been lowa ter 
tory during the ek, expecting to reac 
Cih ivo Mo 


\. Lindquist t the Independent Home 
D., stopped 


I ¢ s¢ iVs last weéek lo KIN 
ric d I ik yy new business ( le- 
S lr H. ] k vod f the Hig 
| t Oil ¢ Stoughton. W 
spending or a shor 
me lo supplies for his station 
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Earliest Deliveries 





General Refining Co. 
General Offices: 
701-09 Kennedy Road 
Tulsa, Oklahoma 


Sales Offices: 
1633 Lytton Building 


Chicago, Illinois 
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Do You Need 
Neutral Oils | 


or other products from | 

Pure | 

Pennsylvania | 
Petroleum 


2 
Your Inquiries Solicited 


SUPERIOR OIL WORKS 
MUTUAL REFINING CO. 


Warren, Penn. 
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SINCLAIR OILS 


Petroleum Products of Quality 


GASOLINE LUBRICANTS 
KEROSENE PARAFFIN WAX 
NAPHTHA FUEL OIL 
GAS OIL ROAD OIL 














SINCLAIR REFINING COMPANY 


111 W.Washington Cas.eAvpress 120 Broadway 
CHICAGO ILL “Sorcorp" NEWYORK NY 
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REFINERY, TANK WAGON MARKETS 





Cylinder Stocks Show Stiffening 


fe INTINUED failure of the gasoline market, both east and west, 
to live up to expectations earlier in the season and continued 
stiffening of kerosene prices, with other products rather inactive at the 
prices prevailing during the past two or three weeks, are the conditions 
at the close of the trade week. 

An exception to the general inactivity of most products is that of 
high grade cylinder stocks which show a stiffening tendency altho this 
s not sufficient as yet to have any effect on prices prevailing for several 
veeks past. While the entire industry is looking for export business 

open up shortly in great volume, as it has ever since the names were 
ifixed to the peace treaty, it has as yet failed to materialize, altho all 
the big exporting companies are greatly enlarging their foreign connec- 
tions in anticipation of big business in the near future. 


il 


Relief at Burkburnett Is Promised. 
Relief of the situation at Burkburnett is expected thru the proposed 
lan of pro-rating the crude taken by the gathering agencies following 
the suspension of the order of the Texas Railroad Commission shutting 
vn producing wells and forbidding the drilling in of new wells. At 
' hearing held in Austin to determine whether the commission’s shut 
wwn order should be extended over thirty days, producers generally 
vere against it and the pro-rating plan was arrived at as more equitable 
likely to produce the desired result. 
Important as a precedent in future atte mpts of state or federal gov- 
ent to control the oil industry, is the decision of the Texas com- 
‘csion that it had no authority to curb drilling except where oil was 
¢ into sumps and where further operations entail actual waste 


: adjusted, at least temporarily. lank 
Refined Products cars are being ieanad and returned 
i i to light products use after unloading 
Are Marking Time ‘ leht i g 
BULLETIN There has been less discussion of 
TULSA, July 21—A small refin- and conjecturing about trade conditions 
ery in the Tulsa district offered ten and prices since the Chicago reduction 
cars of 56-58 straight-run gasoline, than for a long time before that event, 
during the week, at 161% cents, and the fact apparently having wakened 
failed to move it. Gasoline is not the dreamers and stopped guessing. 
moving as fast as manufacturers Probably the experiments at Burk- 
lesire. burnett also have something to do with 
TULSA, July 18.—There has been tempering speculation about better 
appreciable increase in gasoline times Production of crude is meeting 
tion in Tulsa territory since refining demands and appears likely to 
4th. but production keeps pace do so tor some time, altho the great 
the demand and stocks are suffer- surplus at Burkburnett does not ma- 
sreat diminution. Kerosene terialize Neither does the enormous 
and strong and demand holds consumption of gasoline, domestic and 
aa Fuel oil is about as weak export, altho weather conditions are 
ogy as it has ever been, with propitious and the early-season motor 
iC “sight to indicate any change 1st are in normal numbers.. 

sequence. Quotations for 56 Regular quotations for the trade week 

line to the trade are 17 cents, 58- stand as changed slightly last week. 


le 1834 cents and kerosene %'4 ; : 
ents. Casinghead gasoline cot Charles G. Guild has been officially 
good supply and fair demand, announced as successor to Clayton O. 
occasional inquiry from a pro- Griffin, as secretary and service man 
the address of the best ager of the Wayne Oil Tank & Pump 
Company The announcement comes 
eeting of the Western Petro- as a culmination of Mr. Griffith’s resic- 
Refiners’ Association at Kansas nation which was first made public a 
iring the week will discuss usual few days ago. Mr. Guild comes from 
nditions, with nothing indicated the Burlington Wheel Company, cf 
mount. The recent Chicago Burlington, Iowa, where he held the 


quotations appear to have been position of manager. 


Gasoline Market In 
East Is Easing Off 


Staff Special 

PITTSBURGH, July 22.—The gaso- 
line market at the eastern refineries, 
which showed considerably increased 
strength last week, has eased off again 
during the present week, despite in- 
fluences which normally would be ex- 
pected to make a strong market. The 
market for all kinds of motor fuel, both 
straight run and blended, is consider- 
ably easier, partly due to the efforts of 
the western refiners, hard pressed to 
realize on their products on account 
of the low price of gasoline, to dispose 
of their stuff on the eastern market. 

This is especially true of naphtha. A 
good many cars of western naphtha of 
the various grades, principally 52 grav- 
ity stuff, were received in the eastern 
marketing centers where they sold be- 
low the market. 


While fuel oil at present is as dead 
as it has been since the signing of the 
armistice, eastern refiners believe that 
it will reach a point during the coming 
winter where it can be disposed of at 
a living profit. This belief is due to 
two things: one the fact that labor trou- 
bles in the coal fields seem almost cer- 
tain to bring about an _ unparalleled 
shortage of coal, and the other is that 
producer gas plants, installed by many 
companies last fall and winter in the 
hope of getting cheaper fuel than ol, 
have at least in some of the steel plants 
proved unsatisfactory. 


It is known that in at least one steel 
plant that installed a producer gas 
plant, the plant has been abandoned and 
the mill is again running on fuel oil 
and is planning to increase its storage 
before the coming of winter. It is gen 
erally believed among eastern ~efiners 
who have kept in close touch with con 
ditions, that a similar situation exists 
in many industries. 


Kerosene Is Scarce and 
High In Chicago District 


By Special Correspondent 

CHICAGO, July 21.—While the local 
wholesale market has remained in sta- 
tu quo for the last two weeks, with 
only the change in tank wagon prices 
to break the monotony, indications are 
general this week that gasoline is 
strengthening up somewhat at least in 
demand. Prices are showing little or 
no improvement but the renewed de- 
mand is exepcted to boost the prices. 

Kerosene is scarce and very strong 
in price, and is expected to continue 
because of the now rapidly developing 
export demand. Lubricating, gas and 
fuel oils are practically all in the same 
class—little demand and prices at a low 


ebb. 
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No Significant Change 
Seen In Foreign Trade 


By Special Correspondent 
NEW YORK, July 21. 


factors which were expe 

favorable bearing upot g 
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Oklahoma 


Refinery Markets, All Products 
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Crude Oil Situation In A Nutshell 


Below is given the crude oil situation in this country in a nutshell, the figures 
{ being those furnished by the U. S. Geological Survey. They apply to all 


Ids t of the Rockies, California, which does not have the bearing on the 


Cast 


tion of other producing districts in this country, being excluded. Figures 


¢ barrels of 42 gallons 
Marketed Consumed Stocks 
EO <a ree EL 29,868,000 132,165,000 
191 ..... 20,993,000 19,466,000 100,151,000 
y, 1918 giatkeg ...- 29,672,000 30,839,000 143,631,000 


Crude stock east of the Rockies reduced 11,466,000 barrels from May 31, 1918 


May 31, 1919: decreased 529,000 barrels during May, 1919, advanced 1,527,000 


during April, 1919. 
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Tank Wagon, Service Station Markets 


( rv 1 tar Milw k 2.1 73.1 14.1 
isoline and t g Madison, W 32 14.2 
ill Fa S. D 5.1 26.1 16.3 
S ( 1 9 29 14 
(Ga ] (; ( D 1 > 2 13 
Tank ers Tank K ] 71.9 >? 9 13.6 
UX : a VW ; D : e 9 2 


SOUTHERN POINTS 


B I 4 5 6 5 
EASTERN POINTS M 2 " 14 
S 3.5 5.5 14 
: : 6 13 
' I ( 14 
| 5 : 
+ } l¢ 
1 6.5 1¢ 
5 15 ( 3 1 
2 14 14 
1 5 13 
5 4 ! 
5 1 i 
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} ( 14 5 l 
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: ' ( ( 4.5 1 14 
1 14 +5 . 16 
. ; oe ROCKY MOUNTAINS 
D 6.5 1 
. ? (, ~ so 5 ”) 
4 I ( 6 5 ) 15.5 
) M 11 
S ' { 
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+5 6% 
( \ 5 14.5 
. 4 0 1 T 1 
5 14.5 
. 25.5 14.5 
? 5 13 B M 6 : 17 
D “a 2 13 % 
F ; } Tor » ~ 18.5 
2 es : H I 2 S 18 
d A M ( P 9 18.5 
5 1 ns 
(y I \ x > 18.5 
» | ‘ | 6 en 18 
MIDDLE WEST O Utah 6 28 18 
B ] mm 5 28.5 18 


”) »? 13.4 
9 5 13.5 San I 1.5 1 

é 1.5 1.5 12 
; i 1? : , 2 « - 
» 4 1 I 13.5 
1.3 > = 12.8 od : 22.9 2 oe ) 

= 6 'G 17 

>) > 13 J 
d l 4 I ‘ W 22.5 _ 13.5 
22.7 2 13.2 
22 3 14.5 SOUTH WEST 
22.7 23 14.7 Oklahor Cit 23.5 24.5 13.5 
22.8 3.8 14.8 Barth 23 23 12 
22 23 14.5 Tulsa 21.5 2.5 12 
22 23 14.5 El P I 3.5 ) 5 
23 24 14.5 Hot 22.5 4 15 
23.6 24.6 14.8 Galvestor Texa 24 26 16 
1.5 3.9 14.9 Fort W 22.5 +5 14 





Seen and Heard 


In Tulsa 
By H. L. Wood 











1 


F. A. Pielsticker, president of the Mid 
land Refining Company, Eldorado, Kan., 
nd Miss Mary Ida Brennan, of Eldorado, 
were married in the Catholic Church at 
Eldorado, July 12. Mr. Pielsticker has 
been a resident of Eldorado some years, 


; 


the bride being originall from Pitts 


burgh, Pa 


m 4 Mulroy has succeeded A. E. 
Sweet as traffic manager for the Mar 
land Refining Company, Ponca City, and 
was in Tulsa 


during the week to confer 
with Samuel Collins, sales mat ave 


t 


Robert Sharp, southwestern representa 
tive of the General American Tank Car 
Company, Tulsa headquarters, returning 
from Chicago, says there 1s a pronounced 


n tank car deliveries, orders « 


ortag 
ceeding constructio1 capacity Perhaps 
e holding f hundreds of empties 


iround the edges of the Burkburnett dis 
trict where ima lequate rackage facilities 
xist, adds to the congestion In this 

nection it May ve said that th M Ix 


X | Railroad, tor years refused 


rude oil shipments in Oklahoma, when 
lid get into the trade got in up to it 
ent Ws 
I] } he } ] s<cf eturned 
n service erseas n 
et ( ciation th Frank 
P Petersor »~ omer lanayer 
r O. O. Owe lease broke M 
| i e1 with the Pra e © W (ra 
( rie Cat 
() 1 Pet le n & Gasoli 
{ | i is beer va ed a 
I of the Oklahoma parent 
] v} ‘ san Rk ly a) » 1s the 
president and manager The company 
secured 105 acres in blocks 96, 97 


ind 98, Burkburnett northwest extensio1 


Tit 1} A qaismat . I 


Le 1, O| seven miles north of Burk 
surnett is a 5,000-barrel top plant 
with pipe line connect! 

\ |. Shortess is now chief scout for 


the Texas division of the Empire Gas & 
; : 
Fuel Company, Fort Worth headquarters. 


i sale Mmanaver oO! the 
| ¢ —_ ! J ; 
imperial Refining Company, Ardmore and 
Fort Worth, was a Tulsa visitor during 
thy »1 iq : +} > } 
week fie is rather optimistic about 


e gasoline and fuel oil market 


David E Lamb of Tulsa has just closed 
i dea I Texas acreage with H. L. 
Mandeville, of New York Mr. Mande 
ville underwrote the Home Oil Refining 
(Compan tf Texas, a $5,000,000 corpora- 
tion, with which was merged the Home 
Oil Refining Company of Oklahoma that 
‘rates a refinery at Yale and _ has 
h ofhces in Tulsa. The company 
ought the old refinery at Niotaze and 
Is reconstructing it into a modern re- 
finery of 7,000 barrels capacity at Fort 


C. C. Brown, who has been oil and gas 
nspector in the Osage reservation sev- 
ral year has resigned to go with the 
Kay County Gas Company, now develop 
ng its big gas acreage in the reservation. 
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F. H. Reusch, who has been inspector 
for the Muskogee division, succeeds Mr. 


3rown. These appointments come thru 
the Federal Bureau of Mines 

M. V. Cadman, associated with C. A 
and Stacey Dorn, Fort Worth and Tulsa, 
lease brokers, was a Tulsa visitor dur 


ing the week, and reports good business. 


J. Kirkwood has returned from 
Nowata, where he completed an oil well 
in a slight extension of the field, in 
Sect. 21-26-17. He is field manager for 
the Ajax Gasoline Company, with casing- 
head plants at Nowata and Jenks; the 
Diamond, plant at Delaware; the Osage, 
plant at Ochelata, and the Atlas Com 
pany, with a plant at Jennings 


W. J. 


R. E. Williams, scout department 
Gypsy Oil Company, has returned from 
St. Louis, where he was separated from 
his tonsils. Except as they interfere 
with the assimilation of such food as a 
scout is supposed to pick up while per 
forming his manifold duties and distinct 
articulation while asking diplomatic 
questions of suspicious people, tonsils 
never appeared to be much of an asset 
in the equipment of the ubiquitous guy 
who procures for oil companies informa- 
tion that office clerks invariably sequester 
in pigeon-holes never afterward located 
I may be mistaken in this notion, but 
from the frequency with which I have 
been commandeered for the identical in 
formation these scouts have been gather 
ing for fifteen years no other concl 
is tenable. 


s 


, , 
les Jenkins, 
Tidal Oil 


Company ), 


W. B. Priestley and Char 
of Bartlesville, have sold to the 
Company (Tide Water Oil 
Sect. 22-29-9, Osage reservation, near the 
Kansas line, operated as the Tanner ( 
Company, with a daily production of 


barrels from ten wells. 


The Oklahoma Corporation Commissio1 
announces the appointment - 4 \V 
Vance and Al Carrico as inspectors ¢ 
refined oils in Oklahoma county. It is 


mentioned that Mr. Vance has been a 
union labor leader for many years ani 
that Mr. Carriro was secretary of the 
county Democratic campaign committee 
last year. Quite a lot of the s who 
helped out are due to become 
spectors 

The Kay County Gas Company 


f an &-inch gas 


I 


nounces the construction « 
operation by winter, fron 


line, to be in ; 

Ponca City, Kay county, east to Burbank 
Osage reservation, to tap its 350,000-acr« 
gas lease. The company will also lay 60 
miles of 4-inch line for oil from Ponca 
City to its Osage leases and from Ponca 
City south to the Quay oil field, to sup 
ply crude oil to the Marland Refining 
Company’s plant at Ponca City 


The Humble Oil & Refining Company 


has sold its small gasoline topping plant 
n the Humble field to the Marv Owens 
Oil Company, of Houston, Tex This 


plant was constructed by Blaffer & Farish 
to treat the crude produced in several 
wells of very high gravity, the gasoline 
being retailed in Houston to automobile 
owners. The new owner will use Burk 
burnett crude. 


The Kay County Gas Company has ay 
plied to the Oklahoma Corporation Com 
permission to increase the 


mission for 


Crude Oil Quotations From All Fields 


Crude Prices 


Quoted by the predominating pipe line companies 
in each field. All prices are at the well in barrels of 
42 gallons. 

Jan. 14 Caddo heavy crude in Louisiana fields was 
reduced from $1.55 to $1.25 a barrel. Feb. 4 it was 
again reduced to $1. 

14 all grades of Gulf Coast crudes were re- 
Feb. 4 they were 
stands 


Jan. 
duced from $1.80 to $1.50 a barrel. 
reduced to $1.25 Spindletop which 
at $1.30. 

Feb. 21 the price of Corsicana heavy was reduced 
25 cents a barrel to $1.05, and Healdton crude was 
reduced 25 cents to $1.20. 

March 22d all grades of Gulf Coast crudes were 
marked down 25 cents to $1.00. Spindletop was 
reduced 30 cents to $1.00. Cz 


duced 25 cents to 75 cents. 


except 


iddo was re- 


heavy 


May 1 Columbia Gulf Coast crude from the new 
West Columbia pool near Houston, Texas, was cut 
25 cents to 75 cents. 

June 10 the Standard of California advanced the 


all fields 


cents a barrel 


37 to 37.9 degrees gravity crude in 
barrel to $1.63. Five 


paid for each degree above 37 


price of 
from $1.57 a 
additional will be 
unchanged. 


Quotations on lower gravity crudes are 


LOUISIANA FIELDS 


July 21, Jan.1, Jan.’1, 


1919 1919 1918 
Caddo, above 38) $2.25 $2.25 $2.00 
De Soto, above 38° 2.15 2.15 1.00 
Caddo, 35” : 2.15 2.15 1.90 
Caddo, 32 ; 2.10 2.10 1.85 
Caddo, heavy 75 1.55 1.00 
Crichton 1.75 Pe 1.50 
WYOMING 
Elk Basin $1.85 $1.85 
Grass Creek 1.85 1.85 
Big Muddy 1.50 1.50 
Salt Creek 1.50 1.50 
CALIFORNIA 
Effective June 10, 1919, Standard Oi] Company 


offers the following prices for crude oil at the well 


SAN JOAQUIN VALLEY FIELDS 








EASTERN FIELDS 14 deg. to and including 17.9 deg 
Prices gravity $1.23 per barre 
July 21 Jan. 1, Jan. 1, 
1919 1919 1918 18 deg. to and including 18.9 deg 
Pennsylvania .. $4.00 $4.00 $3.75 gravity 1.24 per barrel 
‘ I] 2.77 2.77 2.73 19 deg. to and including 19.9 deg. 
Wooster, O 2.58 2.58 2. 38 gravity 1.25 per barrel 
Corning 2.85 2.85 2.80 and for each increase in gravity of 
N Lim 2.38 2.38 2.08 one (1) full degree above 19.0 deg. 
= h Lima 2.35 2.58 2.08 gravity, up to and inclusive of 
Ir ae 2.28 2. 25 1.98 36.9 deg. gravity, two (2) cents 
P eton 2.42 2.42 2.1 per barrel additional. 
S rset 2.60 60 » 55 
Ragland 2.32 2.32 1.20 37 deg. to and including 37.9 deg. 
Illinois 2.42 2.42 2.12 gravity : $1.62 per barrel 
Plymouth 2.33 2.33 2 03 and for each increase in gravity of 
( lian Petrolia , 2.78 2.78 2. 48 one (1) full degree above 37.0 deg. 
gravity, three (3) cents per bar- 
MID-CONTINENT ont amtlittonns. 
Kans.-Okla $2.25 $2.25 $2.00 
Healdton 1.20 1.45 1.20 
TEXAS FIELDS WHITTIER-FULLERTON AND SANTA MARIA 
FIELDS 
North Texas 
Electra $2.25 $2.25 $2.00 16 deg. to and including 17.9 deg 
Henriett 2.25 2.25 2.00 gravity $1.23 per barrel 
Corsicana light 2.25 2.25 2.00 18 deg. to and including 18.9 deg 
( ana heavy 1.05 1.30 1.05 gravity 1.24 per barrel 
Strawn 2.25 2.25 2.00 19 deg. to and including 19.9 deg 
M 2.25 2.25 2.00 gravity 1.25 per barrel 
Rang 2.25 2.25 and for each increase in gravity 
of one (1) full degree above 19.0 
Gulf Coast deg. gravity, up to and inclusive 
SI Oj $1.00 $1.80 $1.05 of 36.9 deg. gravity, two (2 
Goose Creek 1.00 1.80 1.00 cents per barrel additional. 
Sour Lake 1.00 1.80 1.00 deg. to and including 37.9 deg 
H l 1.00 1.80 1.00 gravity $1.62 per barrel 
Bat 1.00 1.80 1.00 and for each increase in gravity 
Saratog 1.00 1.80 1.00 of one (1) full degree above 37.0 
D t 1.00 1.80 1.00 eg. gravity, thr 3) conts 7 
( rl 75 1.00 barr | addit 
price of natural gas to domestic ¢ Burkburnett. Ranger. Hogtown and 
umers to 40 cents per 1,000 feet. The Wichita Falls. During those stormy and 
mpany serves several towns in Ka unsanitary days, however, there were 
unty In the two last Osage leas« mitigating beverages and recreations that 
sales the company was awarded 356,000 modern pioneers are denied 
acres of gas territory at a cost of mort 
thar million dollars, where it is now F. D. Bostaph. local manager at 
drilling a number of tests Ranger, Tex., for the Frick-Reid Suppl) 
Company for a year, has resigned to 
Burkburnett town is being cleaned up, become purchasing agent for the Texas 


by state, municipal and private co-opera 
Bartlesville, 


tion A tew pioneers at 

Nowata. Kiefer, Cushing, Dunwright 
and other camps—and even Tulsa—are 
still living, after having gone thru as 
many unsanitary conditions as exist at 


Pacific Coal & Oil Company. The Texas 
Company is slowly gathering to 


Pacific 
lot of practical oil men. 


itself an efficient 


Heretofore the purchasing for the oil 
company has been done by the Texas & 
Pacific Railroad Company agent. 
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Crude Figures Of U.S.Geological Survey 


Below is given a summary of the crude oil movement in the oil fields east of the Rockies 
for the last 13 months for which figures are available. The figures are those of the United 
States Geological Survey. They are based on returns from 200 pipe line refining and 
marketing companies east of the Rockies. Figures are in barrels of 42 gallons. 

Marketed production figures include about 98% of the total quantities of petroleum 
actually brought to the surface, the remaining 2 per cent being crude run to field storage. 

Consumption figures are computed from marketed production and stocks and represent 
about 99% of total quantities of domestic crude moved from the field and consumed, the 
remainder being oil used by producers for drilling and pumping. mh 

Figures as to stocks include about 95% of the crude above ground, the remaining 5% 
representing unmarketed oil in private field storage. 





























Marketed Con- 
Production sumption Stocks 
Field 1918-19 1918-19 1918-19 
APPALACHICAN 
NL srikisa as ba toa © Sahih ee nee eda eae wal 2,280,000 2,284,000 3,962,000 
Dn tcc crdeaaneih hhh ete eet wee de eeaiee 2,033,000 2,445,000 3,555,000 
SEE Per eee ene eer tc ee mara wae oar area 2,114,000 2,116,000 3,533,000 
as sire ai cies Sb eae ade Ne sek pee ees 2,165,000 2,254,000 3,503,000 
ha dries od otcdba sh wtucicired kee suikg mie we bared 2,089,000 2,157,000 3,435,000 
Ss cdeaneencnns sou sakoree dae enn cua daean 2,399,000 2,387,000 3,447,000 
I idccwsetsrnaterdens sivackiwnenes 2,260,000 2,257,000 3,500,000 
re ee eee ee ay ee eer 2,408,000 2,204,000 3,704,000 
ga saa aedniecaeuenbenoaeees 25,833,000 26,244,000 
ER iickkane de ddesabaeev caer Gaeeees 2,420,000 2,347,000 3,777,000 
DEN ca di staan sirenseiudiewe satasieee 2,185,000 1,993,000 3,969,000 
SNS 6 63-4 na kaha sd iato~s wan wees 2,453,000 2,359,000 4,063 ,000 
RE PAG oka an canbe sede w aan ananeeate 2,542,000 2,359,000 4,246,000 
DEO, BUOU  08000:0sc0 essen sibenbanseseseedaans 2,652,000 2,485,000 4,413,000 
LIMA—INDIANA 
ER ek ie cae aes hg cat Geek gre caeiara a pelle ig I 315,060 308,000 1,601,000 
RS 6 a cotinine Aare ak Sik ee ae 281,000 427,000 1,455,000 
Ug ie al gah cshaak del Sonera he trata daca we une alata 295,000 395,000 1,397,000 
ci tice eA ae RRS eeEeE RRR eee ee 281,000 320,000 1,357,000 
SSE EE nn ee er ee 239,000 317,000 1,300,000 
Pl cs ccnccbecueek enor tadanaaeaemins 242,000 177,000 1,361,000 
EE RE Pere rt Peer oo, ee eee eee 237,000 260,000 1,208,000 
SRT in. 6 sa tabacccvecdukeess s04ce0sRCuree 246,000 298,000 1,156,000 
Pic cciensGudiemanadensamene te wae 3,117,000 3,795,000 
I I 6: 6a esas Chas RAEN aSSE OREO 271,000 246,000 1,181,000 
PO. Ps dc cbeetelenseceneteeeheoakawe 274,000 226,000 1,229,000 
IN i acrid pbdine dae be een ee meaner aied 282,000 251,000 1,260,000 
EE aaa kded eaywaeb ene does eee kone 293.000 124,000 1,429,000 
eT eee re 324,000 310,000 1,443,000 
ILLINOIS 
eas deck sey vgtigcd oh Spc toss Tb ovietaae  ti aceae 1,205,000 1,248,000 3,024,000 
ccc cahandid bd Gadinetee dik ween ones 1,187,000 1,292,000 2,919,000 
Dos 050 tain ddan ct dee weteresecedaasawasd 1,193,000 1,331,000 2,781,000 
SD cckceba tenes tania tea aaebenemeneas 1,127,000 1,322,000 2,586,000 
I Sac a:b: > we ei a ns ab eel eee 1,097 ,000 1,309,000 2,375,000 
CES onc nddis cee an een sar eneeNian o 1,145,000 1,343,008 2,178,000 
EE vicicn-ctcctekeade tune scbee Caw eRdee 1,018,000 1,150,000 2,177,000 
PORE Gy hivictoveeceeenaaeeeaterenenskeuleen 1,059,000 1,036,000 2,200,000 
IR oo ei a ee see eran 13,403,000 14,897,000 
a re er ee ee nt 1,094,000 790,000 2,504,000 
A Serer eer mr mer eT a 940,000 418,000 3,026,000 
March, 1919 feoigare aia ak Chea ‘ eeaweie 1,166,000 580,000 3,612,000 
DE, Sh dbs ceeddeaneawad puede beara 1,008,000 797,000 3,823,000 
Ss aa colo ola ato ee oe 1,120,000 886,000 4,057,000 
MID-CONTINENT 
SEE aac) a ae Sah ose eer sea cs eA ic aD Ee 14,229,006 14,032,000 96,531,000 
IS os. coca orss gular ihn inna OW atereian.c Beran Gx eae 14,356,000 13,656,000 97,230,000 
Ms is ok aid uy arid es. i ei oar sme eae areata ae 14,882,000 18,159,000 94,111,000 
Ee re ee ne mee enn) We ak ee 13,931,000 15,906,000 92,135,000 
I: cu cchedaeteeadeaaen sees ne aaeee 13,998,000 16,970,000 89,120,000 
PROT ee eee aps aarneed 14,988,000 16,985,000 87,095,000 
NII agi bs ar a wie aligatelecaasdwianl sig tila ipeleigliw ear wideh 13,784,000 16,692,000 83,275,000 
DES crs ea decdice dere hehe ae ial tea elaraia and 13,115,000 16,343,000 80,047 ,000 
bia rete ere kk ae eee ames 168,085,000 186,677,000 
I a ole oats el hai tale Con tne 15,027,000 14,822,000 80,252,000 
Ree Ss er EP ere 13,211,000 15,356,000 78,107,000 
er ae re er , 14,629,000 13,553,000 79,183,000 
.  . ara eae icenabe 14,048,000 13,664,000 79,567,000 
May, 1919 So . as — 14,492,000 16,407 ,000 77,652,000 
GULF COAST 
eee ee Terr te er - 2,033,000 2,354,000 8,368,000 
IE ici Gs al cit X Ginna. hh ik taesd aetna an re ere ee a 2,162,000 2,261,000 8,268,000 
SE re ee a oa eee eee ee 2,007 ,000 2,047 ,000 8,150,000 
August PET Ee Pe ee ee ee 1,814,000 1,871,000 8,093,000 
NS SP ee Sena Lire aie eee 1,884,000 2,424,000 7,549,000 
SS ER et ae ee ee Hyer ey Perera ee b 1,866,000 1,699,000 7,970,000 
IN 6 s:ci ai ie dana ae a salina e gece Te 1,591,000 1,653,000 7,907 ,000 
ee ae a or eee Sao 1,695,000 1,364,000 8,238,000 
Se ae err ee mee 21,785,000 22,101,000 
EE NE ik nN SSCUTCTe soesdenoeheee 1,630,000 1,340,000 8,528,000 
FE re ere eC rere 1,441,000 1,103,000 8,866,000 
Pn Ph ddann sdb euwn he mae abaebaleneaee 1,890,000 1,251,000 9,505,000 
April 1919 1,843,000 1,272,000 10,131,000 
. 1,621,000 1,206,000 10,546,000 
1,081,000 955,000 880,000 
1,077,000 1,056,000 901,000 
1,132,000 1,054,000 979,000 
Sia elastin tear swe 1,180,000 1,065,000 1,094,000 
6 06 cis OAR end eed bs haw eee 1,092,000 1,184,000 1,003,000 
eS FER rene Fs rs Ca eae eee atta 1,197,000 1,235,000 964,000 
RES Renee ee mene eee eer ae 1,128,000 1,130,600 962.000 
Ee ie CO SEE 1,114,000 1,152,000 923,000 
le xs omtcn veneuadase senna eek ne 12,617,000 12,209,000 
I, Senn aa éeKew ea ere (6oheeebeneesess 1,085 000 992,000 1,016,000 
I acs cn areca ale aes eee nena eal ate 990,000 964,000 1,042,000 
ee a er ene ~e 1,168,000 1,209,000 1,001,042 
RO, Sas sc dewaecens ia ha dee Wenn me 1,259,000 1,305,000 955.000 
1 gs EOE T TEU T TOP TT TT CTT eer 1,139,000 1,150,000 944,000 





With The Supply Men 
By The Old Scout 











John E. Shaffer, president of the 
Shaffer Specialty Company, manufacturer 
of patent sucker-rods at Tulsa, was in 
Butler county, Kansas, during the week 
on company business. 


Albert Brown, who used to be Mid- 
Continent manager for the Oil Well Sup- 
ply Company, writes in that he is ex- 
pecting his daughter, Mrs. Callahan, to 
be in Los Angeles, Cal., shortly, when 
he will be on the active list as grand- 
father. It always seemed to the writer 
that it is much easier to perform as 
a grandfather in Southern California 
than in all-year regions—Tulsa for in- 
stance—if you understand what is meant. 


S. S. Bryan, of Titusville, Pa., was a 
Tulsa visitor during the week en route 
to Arizona to visit a son who is in a 
senitarium recovering from lung trouble 
brought on during his service in France 
with the A. E. F. Julian, a younger son, 
not yet thru college, accompanied his 
father. As the manufacturer of cups 
for pumping wells, Mr. Bryan has been 
well known to the oil industry for many 
vears. In recent years he became inter- 
ested with C. N. Payne in Oklahoma gas 
and oil properties, in Okmulgee and 
Creek counties, and as a stockholder of 
the Winona Oil Company is interested 
in other fields, especially in the Osage 
reservation. Mr. Bryan is a fine rep- 
resentative of the older type of men who 
developed the Pennsylvania, West Vir- 
ginia and eastern fields—always com- 
panionable, interesting and helpful, and 
a true American citizen. 


The Rex Machinery & Supply Com- 
pany, recently incorporated, has 
opened main offices in the Cosden 
building, Tulsa, with C. W. Lord, presi- 
dent and general manager, who has 
just returned from an eastern visit in 
connection with the new organization. 
Salesmen have been employed and 
everything used in drilling oil and gas 
wells will be sold to the trade, includ- 
ing a full line of Lucey Manufacturing 
Corporation’s products. Mr. Lord has 
been in charge of the Lucey business 
in Oklahoma and Kansas since the de- 
parture of L. C. McCollum for Paris 
and Roumania. 


Stanton Moss, Independence, Kans., 
credit man for the Mid-Continent divi- 
sion of the National Supply Company 
of Kansas, with W. N. Banks, attorney, 
were Tulsa visitors during the week. 
He was Bartlesville manager for the 
National in 1903, the only store in Ok- 
lahoma. The National Supply Com- 
pany is building a new and commodi- 
ous office at Independence, and G. F. 
Mahan, western manager, is having 
built a fine residence. It is said that 
when C. R. Clapp of Toledo, being 
driven about Independence, remarked 
that it was a pleasure to meet up with 
a town that was finished, Gus Mahan 
was peeved and immediately started a 
building campaign. This story is not 
vouched for, but that’s about the way 
they talk and act, if you understand 
what is meant. 
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Export Outlook Stimulates Oil Shares 
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YHARES of Independent Oil comy 
on the New York Stock Exchan 


part of the week, doubtless due to the 
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the situation in the Burkburnett fie 


last half of the week, however, the 
tional streneth, Mexican Petroleun 


port Company and Sinclair Conss 
Flying Will Increase Gasoline Sales 

\n optimistic view of the fore 
oil industry apparently is the greate 
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been a growing 


of airplanes and dirigil 


is going to turn out. 
il stocks generally showed excep 
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an \me rican 
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early 
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with its attendant hea ( nd orade gasoline at bri 
1g? oil. 
The strength sl etrole s due to t 
nouncement that the ce ‘ 1 ts tor 6.000.000 ba 
of fuel oil for domesti nsumers | s expected t ing up t 
( pany’s shipments » to aro 00.00 
barrels a month e ( & Transport trolling 
\lexican Petroleum . ( reigon marke O 
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Oil And Gas Shares | 7- 
Brisk At Pittsburgh ( stocks were strong 
higl Ar] 
( ( F 5() 


By Special Correspondent 


negiected 
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barrel 
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barrel well in the Homer pool in Louis- 

this discovery following the bring- 
ing in of a 2,000-barrel well in Texas 
As a result Arkansas Natural Gas com 
1] points to 76%, and the 
reterred, on which there are 21 per 
cent accrued dividends due, climbed 15 
points to 90, both being new tops. The 
star Gas Company got an 9800 
in the top sand in the 


Stephens county, 


on rose 


Lone 
well 
brac kenridge held 


lexas, and the stock spurted 15 points 


» 275. Marland Refining brought in a 
2,000-barrel well on the brett acreage 
Oklahoma, 1 the stock was un 
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PITTSBURGH, PA., July 21. 
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JULY 23, 1919. 
How Oil Shares Moved Last Week 
Kentucky > il Stocks NEW YORK STOCK MARKET 
Par High Low Week’s Price Week's Price 
Value 1919 1919 Sales July 12 High Low July 18 
: Caddo Oil & Refg $100 17,300 45 48'4 14% 46% 
By Special Correspondent Cal. Petroleum 100 39.6 20.3 11,000 38 39! 36! 38 
Lexington, Ky., July 21. Mex. Petroleun 100 20574 162 142,100 197% 204 192 195 
T} ’ . Ww a . Ohio Cities Ga 25 593% 353% 120,800 59 6034 58%4 5854 
he range of prices on the Kentucky oil Okla. Prod. & Refe 100 13! 3 47 100 1 tt 10% 1034 
markets as of July 9 follow: Pan.-Amer. Pet. Co 50 10434 67 218,700 10634 1115% 105 \% 1094 
Pierce Oii 25 31% 16 24,000 233% 24 23 23% 
Last Last Royal Dutch **402 119! 70 1,600 120% 116 1163 
Bid Asked Shares Sinclair Oil Corporat No par 6934 331% 215,700 64 665 62% 635% 
70 500 Texas Cc 100 292 184 24,100 273 284 270 275 
55 400 ** 1,000 } 
Dba 42 44 500 
"ease 60 : 200 NEW YORK CURB MARKET 
- = 85 500 Cities Serv. Banker 4016 35 18,500 42 4534 42 4554 
= 30 500 Continental Refg 10 16! 814 15,800 11 12 1034 
<u dee 40.00 10 Cosden & Cx 5 12! 67% 23,100 12 1214 115% 1134 
: 0 S00 Commonwealt} 16,700 5934 60 591, 591, 
: 1.00 : 100 Elk Basin Pet 5 12! 6% 2,100 9 9 914 
1.27 S00 Federal Oil 5 6 4 13,800 31, 33% 314 314 
160.00 80( Glenrock O 10 814 334 13,000 6% 63% 6% 6% 
30 1,000 Home Oil 25 40% 10 12,200 2334 25% 23 414 
19 1,000 Houston Oil 100 14414 75 1,100 122 120 
30 250 Int. Petroleun 5 4514 1634 7,100 30 33 29 32 
oa 60 1,000 Island Oil & Trans 10 9% 6% 31,900 7 754 734 7) 
40 500 Louisiana Oil & Refs 50 451, 25% No sales recorded. 
uplen - 30 200° Marland Oil 5 714 53 12,800 6% 6345 6 
eee 24 S00 Merritt Oil Cory 10 35 21 2,100 27% 27 26 26% 
Flesh — 4.000 Midwest Ref 50-196 124 5.450 186 186 174 174 
— 2.00 : 1,000 Pennok Oil 173% 11} 5,300 1434 15 14% 1434 
— ’ 1.67 500 Prod. & Ref 10 9% 7 14,200 87% 9 834 R34 
= 24 1,000 Salt Creek Prod 62 38 13,500 62% 637% 60 60 
H : A M 0 39 S00 Sapulpa Refg 5 9's 7 No sales recorded 
2208 ey - S00 Sinclair Consol] No par 53 4415 21,500 63 65"; 6134 62% 
mye . 007 11 1,000 Sinclair Gulf No par 64% 22 3,600 58!5 60 57 5734 
KY. Star 40 410 350 
Ko 75 500 
Kytex 90 500 PITTSBURGH STOCK MARKET 
net ; 92.50 10 Arkansas Nat. Gas 100 1614 20 4,970 68} *76 64 75 
~ 4 Arkansas Nat. Gas. pfd 100 90 60 300 *90 75 90 
34 500 Barnsdall Cor 25 41 31 2,782 3314 35 3234 35 
pole = 1,000 Columbia Gas & Ele 50 6434 397% 175 04 63 6234 63! 
, ‘ ; - 400 Lone Star Gas 100 300 170 645 58 275 65 270 
Met " 1,000 Man. Light & Heat 50 56 484 680 55 551% 54 S4 
ae seed 200 Ohio Fuel Oil 1 31 16 1,925 26 287% 26 274 
~ ‘ D V2 250 Ohio Fuel Supply 25 54% 42), 5.972 52% 54% 51! 53% 
OD ie 300 Oklahoma Gas 25 3844 265% 3.036 3434 341 33% 34 
Part ~ ; Okla. Prod. & Refg 5 13% Ri, 236 11? 11% 105% 11 
ec on ‘in 200 Pittsburgh Oil & Gas 5 18! . 1,503 163% 163s 16 16 
Sees — ‘ Riverside Eastern Oi! 5 41 M4 3.870 43% 4% 4% 434 
R- a Riverside East pid 5 4% 2% 520 45% 4). 45% 4) 
Re a0 es Riverside Westerr 25 30 9 53 29 29 2834 29 
- 220.60 2 Riverside West pfd 25 24 13% 300 23 24 24 24 
ee eee - 1,800 Union Nat. Gas 100-135 122 10 = -133 132 132 132 
S &5 150 
12 2,000 PITTSBURGH CURB MARKET 
“ PU 1 a a Duquesne Oil 5 10! Ris 3,210 g! 1038 9! 9! 
“ie > 0 Gulf Oil Cor 100 488 375 25 488 488 488 
4.00 100 l j f 5 67% 5 11,268 6's 6! 6% 6% 
i k 01 0? 1.500 Marland Refs ) 2 d 4 
; ‘ , Omar Oil & Ga 65 60 2,600 65 64 65 
Pennok Oil 17 14'. 100 14 14 14! 
Pittsburgh-Texas O 13% 4}, 200 13%, 13 12 12 4 
: ° Transcontinental O 4&8 46! 100 48 47 7! 
Union Oil Co. Of Cal. Tropical Oil 20 16 185 17 17 16 16 
Stock Opti Tak souaienacan 
‘LOS ANGELES, July 17.—The an- 
cement is made the it the Common- July 18 1919 
vealtl Petroleum Company, a New STANDARD OIL GROUP. Bid Asked High Low 
syndicate, has taken options Standard Oil securities are dealt with to only a 
ng more than $20,000,000 of the smal]! extent on the New York curb market, the great Union Tank Line 138 141 146 +e 
. - ‘ : Vacuum Oil 435 0 90 39 
the Union Oil Company, Cal. majority of sales being made over the counters of am < #59 44 1 
ndicate includes Henry Lock- investment bankers. For this reason no record can 
banker and , oil investor: ( H. be obtained of the total volume of sales from day to UNLISTED SECURITIES 
» president of the Guaranty Trust day to indicate the activity of any particular stock. By Carl H. Pforzheimer & Co. 
y, and Percy Rockefeller, a Below are bid and asked quotations prevailing on : 
2 Y r Par July 18, 1919 
ephe John D., all of New York. _ the curb market at the close of business on the date Value Bid Asked High Low 
ion Oil Company has issued given, the same quotations prevailing in the majority Texas Pac.C.& O..$100 1750 1825 
totaling $43,000,000 Lyman of unrecorded transactions: Magnolia Pet. C« 100 450 460 
nerly of Titusville, Pa., Husbie Ol & Ref $80 600 
’ -- ’ A - rul ! rp 100 0 90 
d his son, W. L. Stewart, July 18 1919 Tide Water Oil 100 10 50 1) 2*y 
he company, control it Bid Asked igh Low 
(il Company has had a Ay 23 4 6 24 
y career, and numerous at Atlar 350 1,375 1,420 1,030 
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Southern Oil Corp. 
Bonds Are Offered 


Bonds of the Southern Oil Corpora- 
tion are being offered by New York 
and Chicago bankers, to yield 6.75 to 
7.50 per cent, according to maturities, 
$1,000,000 first mortgage six per cent 
serial, dated July 1, 1920 to 1924, and 
$250,000 July 1, 1925. Denominations 
of $500 and $1,000. 

A letter from R. S. Avers, 
of the company, at Kansas City, sets 
forth the following: 

“The company was organized in 
October, 1914, in Oklahoma with an 
authorized capital stock of $25,000, of 
which $7,500 has been 1ssued to date 
Is engaged in producing, purchasing, 


president 


refining and selling crude petroleum 
and its products, and the transporta- 
tion and distribution of same. The 


refining plant located at Yale, Okla., 
covers an area of 56 acres and has a 
capacity of 6,000 barrels per day. 


“The pipe line system, about 90 
miles of main lines and 80 miles of 
gathering lines, covers the Cushing, 
Yale, Jennings, Osage and Hominy 
fields. Located at the refinery and 
connected with the pipe lines, there is 
steel storage capacity of 375,000 bar- 
rels for crude and refined oils; also 
about 50,000 barrels of wooden storage 
connected with the gathering system 
for handling field runs. Has in service 
thru ownership and lease 615 cars. In 
December, 1918, purchased an undivided 
one-half interest in a gas lease on 640 
acres of land 2 miles from the refinery, 
upon which are two gas wells mak- 
ing 12,000,000 feet of gas daily. To 
serve the Burkburnett, Texas, field in 
the gathering of crude, a 4-inch line of 
6,000 barrels per day has been built 
from Devol, Okla., crossing Red River 
to the field, and a complete gathering 
system installed serving the whole field. 
A 3-inch fuel line of 3,000 barrels per 
day is also in operation, delivering 
fuel to operating companies from De- 
vol to the field. In connection with 
this system there are 55,000 barrels 
ot steel storage, 15,000 barrels of 
wood storage and a 55-car loading rack 
In Oklahoma and Texas at the present 
time 6,000 barrels of crude is handled 
daily, 4,000 barrels of which is run thru 
the refinery at Yale, and 2,000 of which 
is sold to other refineries in Okla- 
homa, Kansas and Texas. Owns leases 
on approximately 2,000 acres of un- 
developed property located in Kansas 
and Oklahoma 


“An appraisal of the properties as of 
April 1, 1919, shows fixed 
$2,193,421 after allowing for deprecia- 
tion of $220,505. 


assets oft 


“Net earnings during the four years 
after depreciation of $345,129) amount- 
carried to sur- 
plus (except $60,000 paid out in divi- 
and are subject to 1918 
income and excess profits taxes of 
about $40,000 Subject to income and 
excess profits taxes of 1918, and audit 
made by Arthur Young & Company, as 
of December 31, 1918, after charging 
otf depreciation of $137,137, shows sur- 
plus of $862,347 and gross profits from 


ing to S862.346 was 


dends in 1917), 


refining operations and other profits of 
1918 of $645,621, and net profits from 
operations the year 1918 of $407,- 


651 
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